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A week-long tour of 2,000 years of Parisian archi- 
tecture — from the Gallo-Roman baths and 
gladiatorial arenas of the Left Bank to the 21st- 
century design of the Champs-Elysées and La 
Défence — is on the schedule for BSA members, 
friends, colleagues, family and all ChapterLetter 


readers who wish to join us. 

This special tour is being offered twice — the 
first trip is September 10-17 (with an option to 
remain the weekend) and the second opportunity 


is October 23-30 (with the same weekend option). 


The tour has been designed for the BSA by 
Rachel Kaplan, director of French Links Tours in 
Paris and author of Little Known Museums In and 
Around Paris, and by Arthur Gillette, the archi- 
tectural historian for Paris Historique, to remind 
us why Paris is one of the world’s great centers of 
architecture and why it continues to serve as an 
incubator of exceptional talent. 


Among the tour highlights will be the Art 
Nouveau district of Hector Guimard and the 


Paris in the fall is BSA destination 


Modernist buildings of Le Corbusier and Maallet- 
Stevens as well as projects by Frank Gehry FAIA, 
Jean Nouvel, Christian Potzemparc, Philippe 
Starck and Renzo Piano. (Pictured above is Notre 
Dame and below is the Palais Royale garden.) In 
addition to gatherings with some of the leading 
architects in France and six half-days of architec- 
tural walking tours, there will also be optional vis- 
its to Le Corbusier's Villa Savoye in Poissy and 
Louis Le Vau’s Vaux-Le-Vicomte in Brie, the castle 
that inspired Versailles. 


The registration deadline for the September edition 
of this tour is July 1, and for the October edition it 
is July 31. The cost per person is $2,750 plus air- 
fare, which the tour organizer will be glad to help 
arrange if desired. For reservation and other details, 
call/write Sally Peabody at 781-391-6183 /sally@ 


yourgreatdaysinparis.com. With general questions 


about BSA international tour programs, write 
Richard Fitzgerald at rfitzgerald@architects.org. 
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Event Location/Sponsor Cost/RSVP 
June 2-July 9 “Women in Design Exhibit” — over 30 boards The Architects Building Free 
Exhibit: M-F, 9 am-5 pm drawn from the 2003 Women in Design Network 
exhibit at Build Boston are on display (see p. 7) 
Reception: June 17, 
6:00 pm 
June 3 “The Spring Party” — the BSA Women in Design | The Copley Society of art, $35 at the door 


6:00 pm-2?? 


June 4-July 23 


Network hosts its annual spring party and all mem- 
bers and non-members are invited (see p. 5) 


“Summer Workshops” — a special series of sum- 
mer HSW workshops for architects and others (see 


158 Newbury St., Boston 


Sponsored by the BSA Women 
in Design Network 


The Architects Building 


For registration fees and 
deadlines, see p. 3 


8:00-10:00 am ~ 
p- 3) SS 
June 8 “Designing Your Career” — the BSA Career The Architects Building Free but reservations helpful: 
6:00-8:00 pm Programs series this month focuses on shaping your Sponsored by the BSA Sik naa ro 
professional career (see p. 4) Membership Committee Ae ce SS 
June 9 “Implementing the Plan” — all members and The Architects Building Free but reservation required: 


noon-2:00 pm 


non-members are invited to join BSA leaders to 
review the just-adopted BSA Long-Range Plan (see 
p. 13) 


Sponsored by the BSA 
Planning Committee 


617-951-1433x221 
bsa@architects.org 


SS 


June 9 “Architectural Access Seminar” — the second in The Architects Building Free but reservations required: 
2:30-4:00 pm a series of free seminars on accessible design issues Sponsored by the BSA Access 61 7-951-1433x221 Pa” 

(sce p. 4) jth carton bsa@architects.org oS 
June 10-12 “The AIA Convention” — the annual gathering Chicago For details, visit 

of AIA members and allies for the AIA Convention WWW.ALACONVENEION.COM wr, 

(see below) a 
June 15 “Conversations on Architecture” — the new The Architects Building For fee and reservation details, 
7:00-9:00 pm monthly series of discussions of design with lead- see p. 4 

ing young practitioners and educators; this month's aM, 

guest is John Fernandez (see p. 4) SS 
June 17 “Construction Administration Roundtable” The Architects Building Free but reservations helpful: 


8:00-10:00 am 


— the new BSA network for all members and non- 
members interested in construction administration 


issues (see p. 5) 


Sponsored by the BSA 
Construction Administration 
Network 


617-951-1433x221 
bsa@architects.org 


“AS 


June 18 “Black Architects Forum” — the monthly net- Location varies (see p. 4) RSVP: jlee@sbra.com 
6:00 pm-2?? working event for black architects and others (see an 
‘ p- 4) 7S 
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Architects head for Chicago 


The national AIA Convention this year is in Chicago, 
June 10-12; everyone in the world is invited. For 
details, visit www.aiaconvention.com. 


| NATIONAL CONVENTION 
“8 | AND DESIGN EXPOSITION 


CHICAGO 


Summer school for LUs / CEUs 


For architects, there are many ways to meet the man- 
datory state licensing continuing-education require- 
ments and the AIA membership requirements for 
continuing education. The BSA’s Summer Workshop 
Series is one of those opportunities and it begins this 
month on June 4 and runs through July 23. It is an 
opportunity to add to your professional wisdom and 
to beat the August deadline for state-required con- 
tinuing-education credits necessary to renew your 
license. All of these summer workshops offer HSW 
credits. Here’s the schedule: 


A June 4 Green specs / LEED specs 


A June 7 Understanding the state’s accessibility 
requirements and variance process 


A June 14 Do green buildings cost more? 
A June 21 Specifications for small projects 


A June 25 Rainscreen cladding systems — history, 
theory and applications 


A June 28 Playground equipment: safety and acces- 
sibility standards and guidelines 


A June 30 Feasibility studies for new construction, 
renovations, and additions — a primer 


A July 6 — Air barriers — the Massachusetts details 

A July 19 Introduction to the new AIA Contract 
Document software 

A July 23. The firefighter and the architect 


All of these workshops begin at 8:00 am at The 
Architects Building (52 Broad St., Boston) and run 
for two hours, thus earning two HSW Learning 
Units. The cost of each workshop is $50 ($30 for 
BSA members). For details on registration deadlines 
(typically four working days prior to each workshop) 
and for registration details, visit www.architects.org/ 
ce or write/call bsa@architects.org/617-951-1433x221 
and request the Summer Workshop Series regis- 
tration form. : 


Balfour comes to the BSA 
On June 24, RPI School of Architecture dean Alan 


Balfour comes to the BSA to discuss his recent work 
on the development and design of cities. 


Sponsored by the BSA Urban Design Committee, 
this special free evening at the BSA is open to all 
members and non-members (as are all BSA com- 
mittee meetings and other BSA events). The eve- 
ning is co-sponsored by the BSA Women in Design 


highest recognition given in North America to an 
academic in architecture. His books on New York 
and Berlin were both recipients of the AIA Book 
Award. 
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Join us. There is no charge but reservations are 
required so we order enough food and drink. 
To reserve your free seat at the table, write/call 
bsa@architects.orgl617-951-1433x221 no later than 
9:30 am on June 24. We look forward to see- 
ing you then. 


John Stebbins AIA and Peter Smith AIA, Co-Chairs 
Urban Design Committee 


om 


The jobsite — an IAQ 
battleground? 


Too often construction or renovation in an occupied 
building becomes an indoor air quality headache. 
When the construction and renovation are taking 
place in a school, the problems multiply. How can a 
project be completed while preserving the health and 
well-being of students and staff? 


In 1998, the Brookline Public Schools undertook a 
two-year, $44-million construction/renovation proj- 
ect at Brookline High School. The teachers’ union 
and the school district entered into a memorandum 
of agreement that outlined a protocol for address- 
ing indoor air quality issues during the construction 
period. The agreement was an attempt to minimize 
indoor air quality and other health and safety prob- 
lems and to assure that such problems were resolved 
quickly as they arose. 


On June 14, Brookline Educators Association pres- 
ident Philip Katz comes to the BSA Indoor Air 
Quality Committee lunch meeting (noon-1:30 pm) 
to describe this series of events and to share lessons 
learned. All BSA members and non-members are 
invited to join us. There is no charge but reservations 
are required so we order enough lunch for every- 
one; to reserve your seat, write/call bsa@architects. 


org! 617-951-1433x221 no later than 9:30 am “iS and CEUs 


on June 14. BSA committee/ 
: network meetings 
Kathy Gips and other events 


Indoor Air Quality Committee 


— members and 


non-members — with 


Massachusetts 


continuing education 


credits required 
for licensure; AIA 


members also receive 


AIA Leaning Units. 


All members and 
non-members are 


provide all architects 


Network and the BSA Young Architects Network. 
Balfour was the 2000 recipient of the AIA/ACSA 


Topaz Medallion for Architectural Education, the 


welcome at all BSA 
meetings and other 
events 


Examining the Access Board 
decision-making process 


The new BSA Access Committee hosts another in its 
series of free seminars focusing on accessible design 
issues. 


This month on June 9 (2:30-4:00 pm), Massachu- 
setts Architectural Access Board executive director 
Thomas Hopkins reviews the way in which specif- 
ic cases are decided by the Access Board. The discus- 
sion includes examples of assembly areas and exteri- 
or site issues of significance to architects and land- 
scape architects. The intent is to provide design pro- 
fessionals with a clear sense of how the Access Board 
addresses specific issues, how it considers cases in 
general, and how we can provide the best advice pos- 
sible to our clients. 


This seminar is free but registration is required. To 
confirm your seat, call/write 617-95 1-1433x221/ 
bsa@architects.org no later than 9:30 am on 


June 8. ‘. S 


Katie McGuinness, Assoc. AIA, Chair 
BSA Access Committee 


Design your perfect career 


On June 8 BSA members and non-members gath- 
er at the BSA for an informal discussion of ways in 
which young design professionals can design and 
build a perfect career in architecture. 


The architecture profession has the potential to pro- 
vide a highly satisfying, deeply rewarding career 

for an exceptionally wide range of interests and 
personalities. Yet many architects’ careers found- 

er in a Bermuda Triangle of job experiences that 

are far from optimal. What does it take to design 

— and build — the architecture career that is per- 
fect for you? Workshop leader Bill Ronco — found- 
er/director of the BSA’s Young Designers Professional 
Development Institute — and a panel of young 
designer discuss the career pitfalls they have encoun- 
tered and the strategies and skills that have helped 
them most. 


This installment of the BSA Membership 
Committee's popular Career Programs series begins 
at 6:00 pm on June 8 with food and drink. There 
is no charge but reservations are requested (and we 
welcome members, non-members, other colleagues, 
friends and family); to reserve your seat, write/call 
bsa@architects.orgl617-951-1433x221 no later 

than 9:30 am on June 7. 


Elizabeth Spelman, Assoc. AIA, Chair 
Membership Committee 


New design “conversations” 
enrich the dialogue 


In the new series of design explorations conceived 
and hosted by BSA president Brian Healy AIA, 
Boston's leading young architects, landscape archi- 
tects, planners, designers and educators gather 
monthly at the BSA to explore the current state of 
architecture. The format is informal conversation 
sparked by a brief presentation by each month's guest 
provocateur. 


The series began in February with a presentation by 
Harvard professor Preston Scott Cohen followed in 
March by Toronto urban planner Ken Greenberg, 
in April by Rodolfo Machado, Assoc. AIA and Jorge 
Silvetti, Assoc. AIA, and in May by Sheila Kennedy 
AIA and Frano Viloich AIA. This month on June 
15 John Fernandez, assistant professor of design and 
building technology at MIT (and a member of the 
ArchitectureBoston editorial board), is our guest pro- 
vocateur and we will explore his research on sustain- 
able design and new building materials. 


Reservations are required for each of these gather- 
ings; space is limited. All members and non-mem- 
bers are welcome to join us; the $15 fee ($10 for 
BSA members and for full-time design students) 
helps cover the cost of ample food and drink. Each 
monthly gathering is limited to 60 on a first-come/ 
first-served basis; reserve your seat now by down- 
loading, completing and returning the registration 
form at www.architects.org/emplibrary/GenRegform. 
pdf, All reservations for this month's conversation 
must reach the BSA no later than 9:30 am on 


June 9. SS 


Black professionals 
gather monthly 


A network of black architects and other industry 
professionals comes together for informal Friday eve- 
nings each month at the BSA and other venues in 
Boston. This month it is June 18. 


This an opportunity for black professionals to share 
information on career development, job opportuni- 
ties, professional-development options, and every- 
thing else of interest. We gather on the third Friday 
of each month (except August). 


All are welcome to join us — BSA membership is 
not required. Although there is no charge for these 
monthly gatherings, we need to know if you are 
coming so we can tell you where we are gather- 

ing. E-mail me with questions or comments at» Ss 


eelaj@aol.com. 


Jay Lee, Assoc. AIA, Chair 
Black Architects Forum 
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John Fernandez 


Jay Lee, Assoc. AIA 


Residential design network 
gathers monthly at the BSA 


Electrical heat, forced hot-air heat, radiant heat, 
base-board heat, boilers, geo-thermal systems, 
humidification, and everything else you always want- 
ed to know about types of heating systems and 
HVAC systems in general were among the issues dis- 
cussed at a recent meeting of the Residential Design 
Committee. 


This is the BSA network that came together last 
year as the Commonwealth was revising the residen- 
tial building code. The Committee worked closely 
with state building code officials to clarify a variety 
of code issues including the role of architects in resi- 
dential projects. 


In recent months, the group's gatherings have 
focused on a broader range of residential design 
issues, especially issues relating to one- and two-fam- 
ily homes. These gatherings are open to members 
and to non-members as always and, as with all BSA 
committee work, these are excellent opportunities for 
professionals to earn both AIA Learning Units and 
Massachusetts state continuing-educations credits 
required for licensure. 


For more information, write Committee co-chairs 
Mat Cummings AIA (mat@cummingsarchitects.com) 
or Adrien Mercure (adrien@architects2boston.com). 
We gather this month at the BSA at 8:00 am on 
June 15; our regular monthly meeting time is 
third Tuesdays at 8:00 am. 


Institutional benchmarking is 
explored by BSA and SCUP 


On June 16, the BSA/SCUP Higher Education 
Roundtable hosts an exploration of new benchmark- 
ing datasets developed by Babson College's vice-pres- 
ident of facilities. The discussion focuses on ways of 
assessing an institution’s management of its facilities’ 
assets both longitudinally and in relation to com- 
parable institutions. This free program is on site at 
Babson College. 


This is another in the series of gatherings hosted by 
the BSA/SCUP network and all BSA and SCUP 
members and everyone else with an interest in this 
issue are welcome to join us. To confirm the date, 
time, venue and directions and to reserve your seat, 
write/call the BSA now at bsa@architects.orgl “, 
617-951-1433x221. SS 


CA is focus of new group 


On June 17 a new BSA network gathers to focus on 
a broad range of construction administration issues. 
All BSA members and non-members with an inter- 
est in CA issues are enthusiastically invited to join us 
at the BSA on June 17 at 8:00 am — we provide the 
coffee and bagels. 


Conceived and chaired by Claude Lancome, an 
attorney and executive vice-president of Coast and 
Harbor Associates (owners representatives), the 
Construction Administration Roundtable’s intent is 
to increase the effectiveness of construction admin- 
istration on all project types. Guest speakers, round- 
table discussions and other approaches favored by 
those who participate in the network will shape the 
group's agenda. Members and non-members are 
urged to join. 


For more information on this effort, members and 
non-members are encouraged to write Lancome +" 
at clancome@mccahome.com. AS 


WID has a party and invites you 


On June 3, the BSA’s Women in Design Network 
host its annual Spring party and all members and 
non-members are invited. 
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The event is at The Copley Society of art (158 
Newbury Street, in the Back Bay) and the festivi- 
ties begin at 6:00 pm. The party theme is “It’s All in 
the Bag” — carry your favorite or most outrageous 
handbag. Tickets for this evening of art, music and 
extensive socializing are $35 at the door. 
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Research grants offered by BSA 


The BSA this year allocated $60,000 to fund a con- 
tinuing effort to support architectural research in 
practice, in the schools, and wherever else it might 
take place. 


Conceived by BSA president Brian Healy AIA and 
board member Carol Burns AIA, the program this 
year offers grants of up to $10,000 ($2,000 for stu- 
dents). Proposals were solicited in April and anyone 
currently living or working in New England is eligi- 
ble. We will report on this first round of grants; in 
the meantime, visit www.architects.org/grants for >". 


the details. sn NS) 


Local architect wins Rotch 


Aaron Follett of Machado and Silvetti Associates 

in Boston has won the 2004 Rotch Travelling 
Scholarship, which includes a $35,000 travel grant. 
The second-prize recipient, who receives a $15,000 
travel grant, is Elizabeth Kostojohn AIA of Kyu Sung 
Woo Architect in Cambridge and the alternate is 
Jason Knutson AIA of Cole and Goyette Architects 
and Planners in Cambridge. The competition pro- 
gram this year charged the entrants to design a new 
cultural center with a children’s chapel for an existing 
church in Brookline, Massachusetts. 


Follett, Kostojohn, and Knutson were three of the 
eight finalists who presented their competition pro- 
posals at the BSA in late April to the jury that 
included Alex Anmahian AIA (Anmahian Winton 
Architects, Cambridge), Rebecca Barnes FAIA (Chief 
Planner, Boston Redevelopment Authority), BSA 
President Brian Healy AIA (Brian Healy Architects, 
Boston), and Ralph Lerner FAIA (Dean at Princeton 
University). 


The other Rotch finalists were Christopher Genter 
(Utile, Boston), Michael Kilkelly (ADD Inc, 
Cambridge), Peter Lee (Davis Brody Bond, Los 
Angeles), Derek Noble AIA (Shepley Bulfinch 
Richardson and Abbott, Boston) and William A 
Prince (Bernard Tschumi Architects, New York 
City). 

The Rotch Traveling Scholarship is an annual design 
competition open to professionals under the age 
of 35. For details, visit www.rotchscholarship.org or 
write/call me at the BSA (Amiller@architects. 
orgl617-95 1-1433x234). 


Kate Gilbert Miller, Program Coordinator 


Grants available to boost 
public design awareness 


The Boston Foundation for Architecture has issued 
its 2004 request for applications, which is designed 
to elicit proposals that elevate public awareness of 
public planning and design issues. The application 
deadline is August 12. 


The architectural community is joined once again in 
this effort by the engineering community through 
The Engineering Center Education Trust and by the 
building industry leaders represented by the Urban 
Land Institute/Boston District Council. 


For a copy of the application guidelines, visit the 
web at www.bfagrants.org or write/call Pe 
bfa@architects.org/617-951-1433x221. a S 


Richard Green FAIA, Chair 
Boston Foundation for Architecture 


Calls for entries: 
2004 design awards programs 


This year the BSA has been administering a variety 
of design awards programs including a first-time pro- 
gram focusing specifically on higher-education cam- 
pus planning in New England and elsewhere. The 
remaining schedule of this year’s programs is as fol- 
lows: 


A Unbuilt Architecture — architects, architectural 
educators and architecture students throughout 
the world are invited to submit real or theoretical 
projects to this program (the deadline is July 12). 


4 Honor Awards for Design Excellence — the 
annual BSA honor awards program (co-spon- 
sored each year by Poole Professional Ltd. 
and DPIC) invites submissions of projects of 
any type anywhere in the world designed by 
Massachusetts architects and also invites architects 
throughout the world to submit projects built in 


Massachusetts (the deadline is August 2). 


In addition to these design awards programs, the 
BSA administers the annual Build Boston juried 
exhibits by New England architects, interior design- 
ers and landscape architects. The deadline for these 
juried submissions is August 2 (see p. 7). 


The calls for entries for all of these programs, with 
detailed guidelines and identification of jurors, are 
on the web at www.architects.org/design_awards_ 
programs and are also available from the BSA at 
bsa@architects.org/617-951-1433x221. 
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Send us your 
artisans and 
craftspeople 


Talented 
metalworkers, 
woodworkers, 
ceramicists, 

custom tilemakers, 
muralists and other 
specialized artisans 
are great resources 
for designers and 
valuable members 

of an architect's 
project team. The 
BSA is developing 

a resource of these 
consultants and seeks 
names and phone/e- 
mail information on 
artisans/ craftspeople 
with whom you 

work. Please 

direct names and 
contact information 
— and questions 

— to Nancy Jenner at 
njenner@architects. 
org, 617-951-1433x227. 


Women’s work is exhibited and 
women are honored 


June 18 is the deadline for two annual pro- 
grams administered by the BSA Women in Design 
Network. 


Each year during its day-long conference at Build 
Boston, the Women in Design Network honors 
those who have designed their own lives in design, 
whose work exemplifies the best of process and prod- 
uct and those who use their experience and achieve- 
ments to give back to the world of design and to 
the community at large. These Awards of Excellence 
are presented to three women during an awards 
luncheon at Build Boston. All readers are invit- 

ed to nominate women in any design profession 

at any level for this year’s awards. Nominations are 
due at the BSA no later than June 18 and nomina- 
tion forms and details are online at www.women-in- 
design-network.org. 


Showcasing women’s work 

As in past years, this year’s Women in Design 
Network conference at Build Boston on November 
16 also will include an exhibit of work by 

women designers. This year’s conference theme is 
“Leadership for Change” and the exhibit will show- 
case the work of women in architecture, landscape 
architecture, interior design, graphic design and all 
other design disciplines. Each individual is invit- 
ed to submit one project and the first 100 registra- 
tion forms received before June 18 will guarantee 
the submitter a place in the exhibit; space limits us 
to 100 boards. Visit wiww.women-in-design-network. 
org for the registration form. 


Women’s work is at the BSA now 

Last year’s exhibit — “The Creative Process: A 
Continuum” — was on display during the past sev- 
eral months at South Station in Boston, the Boston 
Public Library, Wentworth Institute of Technology, 
the Women at Work Museum in Attleboro, and the 
Massachusetts State House; it includes over 30 pan- 
els and celebrates the act of bringing form to ideas 
and illuminates that which inspires women to cre- 
ate. The exhibit can now be viewed at The Architects 
Building (June 1-July 9). 


All ChapterLetter readers are invited to join us for a 
special reception at the BSA on June 17 at 6:00 pm 
to enjoy the exhibit of women’s work described in 
the adjacent column. 
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a Big Idea (and party) 


Over 150 young architects and designers gathered 
last month to honor SINGLE Speed DESIGN, 

the recipient of the first annual Metropolis Next 
Generation Design Prize. SINGLE Speed DESIGN 
was recognized by the magazine for its progressive 
“Big Dig Building” which proposes to relocate and 
recycle the infrastructure materials from the Big Dig 
as building components, adapting them to uses rang- 
ing from structural members to cladding (see www. 
singlespeeddesign.com, click on ‘works’ then “Big Dig 
Building’). The BSA also recognized this young firm 
with a 2003 Honor Award for Design Excellence. 


If you missed the Metropolis/BSA party (or didn't 
hear about it), you might be missing out on other 
BSA events programmed with young designers in 
mind. To keep in touch with the informal network 
of young professionals in Boston, subscribe to the 
monthly e-newsletter YPNet by visiting www. 
architects.org and click “subscribe” under the 

BSA logo or write web@architects.org with your 
name and e-mail address. Questions? Write me at 
kmiller@architects.org. 


Kate Gilbert Miller, YPNet Editor 


Interior designers and LAs join 
architects in Fall exhibit 


New England architects, interior designers and land- 
scape architects (members of AIA, IIDA, ASID, and 
ASLA and allied associations) are invited to submit 
projects for the annual Build Boston juried photo 
exhibits. These popular 

annual exhibits, which 


weave throughout the qu SEPIV eG, 
Build Boston exhibit 2° 9 
hall, are delightful pho- H a 


tographic explorations of 
a single project by each 


New England designer. 


oston 


Build Boston is 

November 16-18 and the entry deadline for these 
juried exhibits is August 2. For details, visit www. 
architects.org/design_awards_programs and then scroll 
down to ‘Build Boston Awards and Exhibits’. 
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Three days in “box city” with 2,500 kids! 


The BSA and the Museum of Science once again Maclean, Arrowstreet, BFS Business Printing, Boise 
reveled in March in the extraordinarily energized Cascade, Bond Brothers, By Design Screen Printing, 
KidsBuild!2004 city-building extravaganza. Led Cambridge Department of Public Works, Cannon 
by the indomitable and her Design, Charrette, DeStefano Architects, DiGiorgio 
16-member planning committee, KidsBuild!2004 Associates, Drummey Rosane Anderson, Dunkin’ 
cleared and mapped a huge section of Museum of Donuts, Equipro, Graham Gund Architects, 
Science floorspace to enable some 2,500 Boston-area H.P. Hood and Sons, Interactive Factory, Jackson 
schoolchildren to spend three days building a “box Lumbar, Jacques Whitford Company, Joe Samoska 
city” while learning how planning, zoning, design- Photography, Middlesex Paper, Monastero & 
review, architectural criticism and all those other Associates, Nashawtuc Architects, Neoscape, New 
processes we value shape our cities. It is a wonder- Balance Shoes, On-Site Insight, Panolam Industries/ 
ful event and if you and your children missed it this Pionite Decorative Surfaces, Payette Associates, 
year, mark your calendar for March 2006. Rizzo Associates, Schnee Associates, Service Point 


USA, Shepley Bulfinch Richardson and Abbott, 
Silverman Trykowski Associates, Staples, Stride-Rite, 
United Distributors Tile Group, Visnick & Caulfield 
Associates, W.B. Mason, Wilsonart International, 
and Wilson Butler Lodge. 


Of course, none of this would have happened with- 
out the incredible intellectual, physical and temporal 
commitment of the members of the planning com- 
mittee Spadafora chaired and which included Sheila 
Aborn, Carolyn Assa, Luciana Burdi, Polly Carpenter 


AIA, Kyrre Culver, Jen Donnell, Whitney Hudson, To Andrea Spadafora and her crew and to all the 
Pam Hulseapple, Erin Hunt, Robin Ladd, Rod donors and design firms and others who made this 
Lopez, Cheri Ruane, Sarah Sachs, Thomas Schwake, amazing event a reality, the profession offers its grat- 
Sheila Selby, and P.J. Winslow. itude. You have given thousands of children an 


extraordinary opportunity to understand why 


And what is a city without building materials? 
KidsBuild!2004 benefited from an extraordinary 
level of generosity exhibited by these donors of mate- | Brian Healy AIA, President 
rials and services: ADD Inc, Amsler Woodhouse 


designers love what we do. 


Mini-Build Boston focuses on 
residential design 
In April 2005, the BSA and its Build Boston col- 


laborators launch a new, smaller version of Build 
Boston focusing specifically on residential design. 


“Build Boston's Spring Residential Design 
Convention and Tradeshow” is the response to the 
long-term interest of BSA members and allies in the 
New England building industry who have imagined 
an event such as Build Boston with a special residen- 
tial focus. 


While the engagement of architects for residential 
work — particularly one- and two-family homes — 
increases each year, this remains a market in which 
something over 80% of all new homes in this coun- 
try are built without benefit of an architect. One 

of the intentions of this show is to raise profession- 
al and even public awareness of the roles architects 
can play and do play in residential design projects. 
There will be a special segment of this two-day event 
at which architects are encouraged to bring their 
current homeowner clients to the show, which will 
include over 200 exhibit booths showcasing residen- 
tial products and materials. 


As in Build Boston itself, the residential offspring 
next April will include two days of intense profes- 
sional-development opportunities/workshops for 
design and construction professionals. 


Mark your calendars for April 6 & 7, 2005 — join 
us for the inauguration of this exceptional new ~" 


BSA service. 
Brian Healy AIA, President 


Looking for summer interns? 


The BSA is still collecting names/e-mail addresses/ 
phone numbers of New England design firms that 
think that they may need paid interns this summer. 


If you think you might be interested in high- 

school or college interns for the summer, e-mail 

me (bsa@architects.org) with your name, your firm’s 
name, your firm’s telephone number, and your e- 
mail and postal addresses. We will add you to the list 
of firms we provide to would-be interns seeking paid 
summer experiences in New England design firms. 


Kevin Neary, Internship Services 


Kahn, the arts & crafts era, and =| °S4| vn 2008 


mold are on the shelf 


These new items have been added to the BSA’s cred- 
it-card secure on-line books and gifts store, the e- 


» 


LOUIS KAHN 


*» e 


commerce site complete with automated processing 
and fulfillment services: 


& Louis Kahn/Essential Texts ed. by Robert 
Twombly / WW. Norton & Co., 2003 (a unique 
anthology of 20 pieces, some never before pub- 
lished, representing Kahn essential thinking as it 
evolved, including essays, lecture drafts, etc.; 288 
pp. with index) item #418 


& Architecture and The Arts and Crafts 
Movement in Boston / Harvard’s H. Langford 
Warren by Maureen Meister / University Press of 
New England, 2003 (an examination of the com- 
plexity of Arts and Crafts architecture in North 
America through an exploration of the ‘eclectic 
historicism’ of a key figure in the movement that 
was centered in Boston; 207 pp. with index) item 
#419 


& The Mold Survival Guide for Your Home 
and for Your Health by Jeffrey May and Connie 
May / The Johns Hopkins University Press 2004 
(an explanation of where and why mold flour- 
ishes in homes with advice on how to eradicate 
mold while minimizing health risks, which are 
explained by two physicians who contribute to the 
book; 214 pp. with index) item #421 


Visit the BSA store at store.architects.org for more 
details on all of these and 250 other publica- 
tions. 


Kevin Neary, Store Manager 


Want a principal or partner? 


If you are seeking a principal or partner for your 
firm, a professional who is already functioning at the 
highest level in his or her own firm, you may wish 
to take advantage of an informal BSA service that 
attempts to help partner-level and principal-level 
professionals connect for exploratory discussions 
about new partnerships, mergers, acquisitions and 
other significant firm changes. For more information 
on this free BSA service, call Richard Fitzgerald at 
the BSA (617-951-1433x232). 
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Dialogue XVI: 
Architectural research 


“Dialogue” is the occasional ChapterLetter column that 
seeks to provoke discussion about issues of significance. 


Research...Notice how often this word comes up in 
your day and you'll be surprised. Getting ready for 
an interview? Research the client. Writing a propos- 
al? Do some research on construction costs or the 
local community. Starting a new project? Research is 
exploring the site environs, getting a feel for context, 
collecting images and drawing lessons from architec- 
tural precedents. In schematic design? A web search, 
trips to showrooms or reading technical journals 

on cladding materials or finishes is described as... 
research. Want to know if that new heat-recovery 
technology will work? Need to know if that veneer 
will hold up over time? Doing something that hasn't 
been tried before? You need to do some research. 


Traditionally, research is defined as a systematic 
inquiry into a subject in order to discover or revise 

a theory or facts. Could the design process itself be 
considered research? We propose a solution to an 
architectural “question” by systematically explor- 

ing ideas and testing variables until a “conclusion” is 
reached. Design and research may reasonably be seen 
as synonymous. 


But if you consider research to be something that 
supports the design process but stands alone in that 
it leads to knowledge that has value beyond its appli- 
cation to a project, the question comes into focus. 
What is research, really, and how does it get done with- 
in the discipline of architecture? The answer lies some- 
where between the daily information-gathering we 
all do and the life’s work of a scientist. 


Product manufacturers and building material sup- 
pliers conduct research by necessity. This research 
directed towards developing, say, a state-of-the- 

art controls system or a lighter, stronger panelized 
cladding assembly is immensely helpful to archi- 
tects but it is not within architecture as a discipline. 
Occasionally, architects become involved with man- 
ufacturers in prototyping a light fixture or chair or 
finding new applications for a finish material, but 
in these instances it is industrial design we brush 
against, not architectural research. 


In theory, architecture schools should be our ideal 
laboratories. Last year, the BSA awarded its first 
research grant to the Boston Architectural Center 
(BAC) to help identify what draws people to the 
profession by studying the perceptions and expecta- 
tions of new students. A recent series of BAC design 
studios focused on housing for a diverse population; 
one studio studied the design of a prototypical por- 
table housing and storage unit that would serve the 
most pressing needs of the homeless. As frequently 
as schools may be oriented towards this sort of inde- 


pendent design research, it is rare that we as profes- 
sionals become allied with them to take advantage 
of the potential synergy between research and prac- 
tice. Some firms — Goody Clancy, Moshe Safdie 
and Associates, Shepley Bulfinch Richardson and 
Abbott come to mind — offer fellowships with sti- 
pends to subsidize the research work of a design pro- 
fessional or academic faculty member working with- 
in the firm, but they are exceptions. Perhaps the gap 
that exists berween the schools and the firms is one 
reason that the idea of applied architectural research 
seems almost incongruous. 


Some architectural practitioners have made research 
their work. The work of William McDonough and 
Dr. Michael Braungart at McDonough Braungart 
Design Chemistry has led to the development of 
new fabrics that function as “industrial nutrients”, 
materials that are designed to be recycled. The 
Architecture Research Institute in New York works 
with communities and designers to promote “cross- 
disciplinary research in design and urban planning 
that informs public policies and strategies that cre- 
ate livable, compact, global cities.” Sheila Kennedy 
AIA of Kennedy and Violich Architecture has made 
research into luminous materials part of her work 
since teaching a studio at the GSD about disassem- 
bling the technology of common light bulbs. All of 
this investigation is clearly research for its own sake; 
research intended to enrich the knowledge-base in 
our profession. It is applicable to architecture, but it 
is distinct from what most of us typically do. 


So this month’s question is: What is architectural 
research? Are design and research the same thing? 
Does your work involve research? Have you ever 
pursued an inquiry or investigation solely for the 
purpose of advancing knowledge? Is this the kind 
of thing architects should be doing or need to do, 
or should it be left to the schools and the product 
designers? Why or why not? 


As usual, all readers are invited to join this dialogue 
by e-mailing me at mdavis@bos. bergmeyer.com. We 
will publish your responses as space allows in subse- 
quent issues and on the BSA website. You can read 
Dialogues I through XV and responses to them on 
our website at www.architects.org/publications (click 
on ‘ChapterLetter’). 


Michael Davis AIA, “Dialogue” Moderator 


Ed. note: See the related story on BSA-funded design 


research on p. 6. 
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fundamental element of the BSA’s public-policy BSA| Jun 2004 11 
efforts throughout the year to raise public aware- 

ness and our own awareness of the inextricable 

links between smart planning and design and the 


lives of all in our region. 


40A, construction reform, the 
Globe and Beacon Hill are hot 


In this column, BSA president Brian Healy AIA reports 

regularly on the actions of the BSA Board of Directors. 

4 We adopted a new long-range plan for the BSA, 
the first new plan since the one that has guided us 
since 1996. These plans are actually living docu- 


In recent meetings the Board of Directors: 


4 We noted the extraordinary success of 


KidsBuild!2004, the remarkable BSA/Museum 
of Science collaboration that once again this year 
provided over 2500 Boston-area schoolchildren 
with a three-day “box city” experience unlike 

any other design-related educational program in 
its intense, hands-on learning environment. We 
commended KidsBuild!2004 planning committee 
leader Andrea Spadafora AIA for once again coor- 
dinating this amazing effort (see the story on p. 


8). 


4 We reviewed plans for this year’s Design 
Professionals Day on Beacon Hill, which this 
year is on May 4. This annual trip to Beacon Hill 
by hundreds of design professionals throughout 
the state is a critical piece of our profession's 
year-round public-policy initiatives. For more 
information on this annual event, write Design 
Professionals Day program chair Margaret Minor 
Wood AIA (mmwood@lwa-architects.com) or 
BSA special projects director Alexandra Lee 
(alee@architects.org). 


4 Housing Committee chair Alfred Wojciechowski 
AIA provided the Board with a concise yet com- 
prehensive overview of the Housing Committee's 
work on Chapters 40A and 40B and also 
described a new initiative to spark the develop- 
ment of low- and middle-income housing in 
Massachusetts. The Committee’s new initiative 
will be the subject of a Build Boston workshop in 
November. For more information, all readers — 
members and non-members — are urged to join 
us on the third Friday of each month at 8:30 am 
at the BSA for our regular Housing Committee 
meetings. 


4 Ata recent informal meeting with the senior edi- 
tors of The Boston Globe, BSA representatives 
Larissa Brown AICP (co-chair of the BSA’s Civic 
Initiative for a Livable New England and the 
BSA’s liaison to the Massachusetts Smart Growth 
Alliance) and past-presidents Rebecca Barnes 
FAIA (now Boston's chief planner), Robert Brown 
IIDA, AIA and David Dixon FAIA addressed a 
broad range of smart growth and related issues 
and offered a variety of suggestions on how these 
critical issues can be addressed comprehensively 
by the press to link ongoing conversations about 
housing, transportation, environmental issues, 
urban renewal, sprawl, and a good deal more. 
These conversations with journalists are another 


ments for the Board and staff and have profound 
impacts on the nature of BSA operations, pro- 
grams and services. (See the related story on the 
new plan on p. 13.) 


4 What appears to be a momentous shift in the 
building industry environment was described 
to us recently by Legislative Affairs Committee 
member Russ Feldman AIA, who is the BSA’s 
point person in the current efforts to implement 
major construction reform in Massachusetts. 
Stay tuned for the details in coming issues of the 


ChapterLetter. 


A At another recent meeting, Massachusetts IDP 
coordinator Jonathan Taylor, Assoc. AIA and BSA 
Mentoring Committee Chair Jeff DeGregorio AIA 
provided us with a detailed view of current IDP 
and mentoring activities developed and imple- 
mented by these two young leaders. Taylor noted 
that he currently has over 450 young designers in 
his IDP network and DeGregorio noted that in 
the short time he has been leading the mentor- 
ing effort he has been able to make almost three 
dozen mentor/protégé matches. For more infor- 
mation on either of these efforts, write Taylor 
at jmatthewtaia@hotmail.com or DeGregorio at 


jdegregorio@payette.com. 


4 Finally, we focused at a recent meeting on new 
efforts to enrich participation in all BSA com- 
mittees, events and other activities by a much 
more diverse range of building industry profes- 
sionals, especially young designers. Board member 
Jay Lee, Assoc. AIA proposed that current BSA 
leaders, especially committee and network chairs 
and co-chairs, make even greater efforts to reach 
out to minorities, women and others who current- 
ly are not actively engaged in BSA activities and 
whose diverse backgrounds would significantly 


enrich the BSA dialogue. 


For more information on the activities of the Board 
of Directors and with suggestions or comments on 
any of these activities, write/call Richard Fitzgerald 
at the BSA (rfitzgerald@ architects.org / 617-951- 
1433x232). 


Brian Healy AIA, President 


What are we 
getting for our 
dues ? 


This ChapterLetter 
feature each month 
highlights one useful 
program/service/ 
activity our BSA dues 
help underwrite. 


This month we draw 
special attention 

to “Conversations 
on Architecture”, 
the new monthly 
program conceived 
and hosted by BSA 
president Brian 
Healy AIA. These 
special evenings 

at the BSA bring 
designers together 
for provocative 
conversations about 
current design issues 
and projects (see 
page 4 for details 

on this unique BSA 
program). 


This is one more 
significant effort we 
help underwrite with 
our dues. 


Jim Dunn CPA, 
Assoc. AIA 
BSA Treasurer 
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Members and allies support 
BSA/BFA programming 


Recent contributions from BSA members and our 
allies in the building industry continue to enrich 
public-education programs administered by the BSA 
and by the Boston Foundation for Architecture. 


Among the gifts received last month was a $1,500 
contribution from Gary Fradin to support BSA pub- 
lic-education programs; Fradin is a BSA Affiliate 
member and provides health insurance services to 
BSA members through the Association Benefits 
Group in South Easton. 


The Boston Foundation for Architecture (BFA) also 
was a recipient of significant gifts this month. The 
Key Foundation of Cleveland provided a $500 grant 
to the BFA in recognition of Susan Leff, the finan- 
cial advisor at KeyBank in Boston who serves as a 
volunteer trustee of the BFA. In addition, the BFA 
received another $500 contribution through the gen- 
erosity of the Macy and Allison Fund and BFA vice- 
chair Rob Radloff and a $300 contribution from for- 
mer BFA trustee Lionel Spiro and his family. 


Finally, both the BSA and the BFA benefitted last 
month from generous contributions from Robertson 
Ward, Jr. FAIA and from The Integrated Design 
Group/Robert Stein AIA. 


As we have noted frequently, both the BSA and the 
BFA benefit throughout the year, year after year, 
from the exceptional generosity of architects and our 
allies throughout the industry who invest in the pro- 
grams the help us elevate public understanding and 
appreciation of design and construction and of the 
contributions our industry makes to our culture. 


For more information on BSA and BFA public- 
awareness programming and how to support it, call/ 
write Richard Fitzgerald at the BSA/BFA (617-95 1- 
1433 x232/rfitzgerald@architects.org). 


Brian Healy AIA, BSA President 
Richard Green FAIA, BFA President 


The service bureau: young 
designers’ resources 


Questions about IDP? Write Massachusetts 
IDP coordinator Jonathan Taylor, Assoc. AIA at 
jmatthewtaia@hotmail.com. 


Questions about mentoring? Write Jeff DeGregorio 
AIA at jdegregorio@payette.com. 


A.R.E. — Architectural exam candidates may find 
an online resource called ARE Forum of special value 
in preparing for the exam; you can find it at www, 
areforum.org/forums. 


Graduating students enjoy free 
BSA/AIA membership 


For young designers who join the BSA/AIA as stu- 
dents or shortly after graduating from architecture 
school, the benefits of membership includes better 
access to jobs, a richer understanding of the profes- 
sion and an exceptional network of colleagues, men- 
tors and friends. Because we recognize the impor- 
tance of this early connection with the BSA/AIA, 
membership for recent graduates (those who apply 
within one year of graduation) is free for the first 
year. 


Perhaps you know recent architecture school gradu- 
ates or young designers who would enjoy and bene- 
fit from the BSA/AIA network. Tell them about the 
free and reduced dues, encourage them to call the 
BSA for membership information, remind them that 
all BSA/ AIA programs and events are open to every- 
one, e-mail them a link to the BSA website (www. 
architects.org) and bring them to your next BSA com- 
mittee meeting or other BSA event. They will be 
glad you did...and you will too. 


Young professionals 
and principals host Jenner 


Over the past year, BSA deputy director Nancy 
Jenner has visited more than a dozen architecture 
firms. During these visits Jenner gains a more inti- 
mate understanding of how BSA members and allies 
work and how the BSA can respond more effectively 
to members’ evolving interests and needs. 


In addition to touring the firm and learning about a 
firms’ work, Jenner uses these informal opportunities 
to meet firm employees and provide an overview of 
the breadth and depth of BSA programs, services and 
professional networking opportunities available to 
everyone in the building industry. Jenner notes that 
she enjoys and values these visits and she believes the 
firms she has visited — especially young profession- 
als, including designers, marketing directors, finan- 
cial managers, human resources professionals, office 
managers and other staff members — have found 
these conversations of practical value to their firms. 


If you would like to schedule a visit, write/call Jenner 
at njenner@architects.orgl617-95 1-1433x227. 
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Plan review 


During the last half of 2003, a dedicated group of ~ 
volunteer members and allies led by past-president 
Robert Brown IIDA, AIA and co-chaired by current 
president Brian Healy AIA developed the BSA’s new 
long-range plan. 


The last long-range plan for the BSA was written in 
1996 and as that plan shaped BSA operations for 
almost eight years, we expect the new long-range 
plan to have the same impact on the operation of 
our association for the next several years. 


The BSA Membership Committee invites all mem- 
bers and allies interested in learning more about the 
new plan, which was adopted by the BSA board of 
directors earlier this year, to join us for lunch at the 
BSA on June 9 (noon-2:00 pm). This is an opportu- 
nity to discuss the challenges and opportunities that 
currently define our profession and to understand 
how the new plan is designed to respond to those 
challenges and opportunities. 


You can download the entire plan at www.archi- 
tects.org/about_the_BSA or writelcall bsa@architects. 
orgl/617-951-1433x221 and we will mail you a hard 
copy. Everyone with an interest in the profession and 
in the BSA — members and non-members alike — 
are urged to comment on the plan; the BSA opera- 
tion is a dynamic one, always changing, very flexible 
and your critiques are valuable. Send them or ques- 
tions to me at njenner@architects. org. 


To reserve your free lunch for the gathering on June 
9, write/call bsa@architects.org/617-951-1433x221 by 
9:30 am on June 9. 


Nancy Jenner, Deputy Director 


Canstruction results are in! 


Twenty-one architecture, engineering and con- 
struction firms participated in the 8th Annual 
Canstruction competition held last October and 
November at the Museum of Science. The com- 
petition annually challenges design and construc- 
tion firms to create larger-than-life sculptures made 
entirely of canned and packaged food, which is later 
donated to the Greater Boston Food Bank. The 
resulting donation of food, which was distributed 
to needy families in the Boston-area, weighed in at 


53,496 pounds. 


The competition also resulted in design awards 
for Steffian Bradley Associates (“Peanuts with 
Purpose” — the award for structural ingenu- 
ity), Winter Street Architects/ 
Structures North/JV (“More 
Than TouCans” — the award for 
the best use of labels and a sec- 
ond award as the jurors’ favor- 
ite), ARC/Architectural Resources 
Cambridge (“One Good Egg” — 
the award for Friend of the Food 
Bank), Gensler (“Pastachusetts” 
— the Spirit of Boston award), 
Drummey Rosane Anderson 
(“Making a Move Against 
Hunger” — the award for Best 
Kid’s Meal), and special mentions 
to Cubellis/Saivetz Associates for 
“The Incredible Edible Hulk” and 
to CBT for “Building Nemo”. 


Participating firms also included 
Burt Hill Kosar Rittelmann/Utile/ 
JV, ADD Inc, Sasaki Associates, 
The S/L/A/M Collaborative/ 
Vanderweil/JV, Shawmut Design 


Do you want or have office 
space to lease or share? 


The BSA Classifieds service at www.architects.org/ 
classifieds includes not only job openings but space- 
available listings, opportunities to loan or borrow 
staff members, a resume bank, and a variety of other 
career services designed to help firms and individuals 
navigate the unpredictable market. 


and Construction, Payette 

Associates, Judith Nitsch Engineering, Graham 
Gund Architects, DiMella Shaffer, George B.H. 
Macomber Company, The Stubbins Associates, 
Symmes Maini & McKee, Graham Meus, and 
Simpson Gumpertz & Heger. 


“More Than TouCans” 
designed by Winter 
Street Architects / 
Structures North / JV 


Canstruction is an all-volunteer design/build 
program sponsored by the Society of Design 
Administration, the BSA, and Boston Mayor Tom 
Menino and is held annually in conjunction with the 
mayor's Can Share Food Drive. For more informa- 
tion, write/call Holly Connor at /connor@ 
mendersarchitects.coml 617-227-1477x101. 


If you want to advertise a job, sublet some space, 
rent a drafting station, loan a staff member to anoth- 
er firm, or tap our nonpareil design network in any 
number of ways, write/call classified listings editor 
Pamela de Oliveira-Smith at psmith@architects.orgl 
617-951-1433x240. 


“Is Construction Management Right For 
You?” js the title of an article in a recent issue of 
AE Risk Review, the newsletter published by Poole 
Professional Ltd., the insurance advisors for design 
firms. The article focuses on the definition of con- 
struction management, designers as construction 
managers, CM-at-risk, licensing issues, insurance 
issues, risks to consider and how to manage risks, 
and dealing with a third-party CM. For a copy of 
the article, call Poole Professional Ltd. at 781-245- 
5400. 


A virtual green building library now on a CD 
includes every article, photo and illustration pub- 
lished in Environmental Building News (EBN) from 
its first issue in 1992 through the end of 2003. As 
readers of EBN know, the publication and now the 
CD are full of how-to information, checklists with 
tips and suggestions, case studies of green buildings, 
reviews of green-building products and how they 
perform and a good deal more. For details on how to 
acquire the CD, visit www. buildinggreen.com or call 


800-861-0954. 
The old and the new Central Artery are 


the subjects of two articles in the latest issue of 
Civil Engineering Practice, the journal of the 
Boston Society of Civil Engineers Section/ASCE. “A 
Landmark Cable-Stayed Bridge Over The Charles 
River...” is a detailed account of the design innova- 
tions and technological breakthroughs used to con- 
struct the Leonard P. Zakim Bunker Hill Bridge. 
“Central Corridor Highway Planning in Boston, 
1900-1950: The Long Road to the Old Central 
Artery” is the second article and it focuses on the 
planning, technology and politics that led to the 
building of the original Central Artery during the 
first half of the last century. Copies of the articles are 
available from Civil Engineering Practice in Boston 


at 617-227-5551. 
Two MIT students and three GSD students 


are the recipients of this year’s national AIA scholar- 
ships for architecture students. The MIT recipients 
are Jelena Pejkovic and Marco Marraccini. The GSD 
recipients are Jason Ro, Farzana Gandhi, and Evan 
Mathison. 


“Commissioning Smart & High-Tech 
Buildings” is the title of an article in a recent 
issue of Design Firm Management & Administration 
Report (DFMAR), the national practice newsletter. 
The article focuses on why commissioning is neces- 
sary, what is involved, why it should be advocated 

by design professionals during contract negotiations 
with the client/owner, two groups of systems that 
need to be covered by commissions, identifying crite- 
ria for selecting a CA to orchestrate the commission- 
ing process, that person's duties and responsibilities, 
specs necessary for the commissioning process and a 
good deal more. For a hardcopy of this article (avail- 


able only by mail), members in Massachusetts should 
send requests with a 37¢ SASE to Commissioning/ 
RE, BSA, 52 Broad St.; Boston 02109; readers who 
are not yet members should include a $15 service fee 
payable to the BSA along with the 37¢ SASE. (For 
subscriptions to DFMAR, write reochran@ioma.com 
or call 212-244-0360.) 


“Forty Presentation Questions to 
Rehearse” is the title of an article in a recent issue 
of PSMJ, the Professional Services Management 
Journal. For a hardcopy of this article (available only 
by mail), members in Massachusetts should send 
requests with a 37¢ SASE to Forty/RE, BSA, 52 
Broad St., Boston 02109; readers who are not yet 
members should include a $15 service fee payable to 
the BSA along with the 37¢ SASE. For subscriptions 
to PSM], call 617-965-0055. 


“High-Performance Design Guide” is the 
title of a new publication focusing on energy-effi- 
cient commercial buildings. Published by the 
Vermont chapter of the AIA in collaboration with 
the U.S. Department of Energy and other agencies, 
the guide is designed as a tool to help design profes- 
sionals and building owners create better performing, 
more energy-efficient buildings; the guide is orga- 
nized by design phases intended to make it easy to 
integrate performance goals into the design process. 
(The guide also offers HSW continuing-education 
credits for those who read it and take a test included 
in the guide.) For ordering information, write Susan 
Coleman at scoleman@veic.org. 


BSA|Jun 2004 14 


AIA Documents list 
is revised 


The most current 

AIA Documents 

list and order form 

— including current 
prices for hardcopy 
and electronic 
documents — is 
available on the BSA 
website (www. 
architects.org, click on 
‘Quick-links’) or write/ 
call bsa@architects. 
org/617-951- 1433x221 
to request your free 
copy or mail/fax your 
name and address 
and request for the 
list and order form for 
hardcopy documents 
for information on 
e-documents to the 
BSA, 52 Broad St, 
Boston 02109/fax 617- 
951-0845. 


W. BRESSLER 


© The New Yorker Collection, 2004; Wayne Bressler from cartoonbank.com. All rights reserved. 


Intellectual rigor in Boston 


One of the greatest things about practicing architecture in Boston 
(I'm a recent transplant) is having access to an intense, intellec- 
tually rigorous community. I have had the opportunity to attend 
all of the BSA’s new “Conversations on Architecture” programs 
and have been absolutely inspired by the quality of the discussions 
and the speakers. I think this is a very exciting time at the BSA, 

a moment in which academia, practice, and theory are merging... 
1 think it’s important to chronicle the Conversations, to share 

the ideas with members, and to tell a broader audience about the 
important transformations taking place within the organization 
(and Boston)... 


Rachel Levitt 
Leers Weinzapfel Associates 


Ed note: “Conversations on Architecture” is the new program con- 
ceived this year by BSA president Brian Healy AIA; see p. 4. 


Sending aid to Iraqi families 


One of Saddam's many infamous acts was to displace his own 
people...He often did this by taking people out of their homes 
and sending them to other parts of the country. One such group 
was forced to move from Central Iraq to the northern Kurdish 
region. When Saddam's regime fell, however, the Kurds kicked 
the displaced families out. They ended up near Mosul. The U.S. 
Army offered “homes” to the first pwo thousand of these dis- 
placed families. These “homes” are basically concrete structures 
with open space inside for the families. No electricity. No run- 
ning water. It’s called Ghazlani Village and it’s right next to our 
base before you enter the Mosul city limits. We've been tasked to 
remodel the village one home at a time. We're also planning on 
building a soccer field and small playground/park for the children 
(there are TONS of kids running around here). This will be an 
on-going project. 


..1’m writing to whomever is interested that the things you have 
in your garage, basement, wherever, that you are planning to sell 
someday in a yard sale or send to Goodwill would be a minia- 
ture treasure to these people. Items to furnish kitchens, bath- 
rooms, any part of a home — toys, stuffed animals and candy 
for kids, personal hygiene items, etc. are all welcome. I’m having 
my platoon build a shed to store the stuff. Then, when we com- 
plete a project for a family, we'll offer them some of the items to 
get them started. You really don’t need to purchase things for this 
purpose, you can simply send stuff you don't have a use for any- 
more. Please use your imagination; these people are literally living 
in extreme poverty and have little or nothing. I'll try to take pic- 
tures of our projects to send back home so you can see the fruits 
of your donations. 


Please do not send anything that plugs into American electri- 

cal outlets; we plan on setting up generators for power but here 
we operate on 220v but in the U.S. we use 110v. Items can be 
mailed to me at 2LT Adam Cote, B Co. 133rd ECB (H), APO 
AE 09334. Please note that the APO AE address requires only 
regular domestic postage; the U.S. military ships the packages to 
Iraq. As the project progresses, I'll try to send out more detailed 
requests but I can tell you that I've seen the Iraqi living conditions 
here and almost everything you may be able to send would be an 
improvement. 


Thank you. 
2LT Adam Cote 


Ed. note: This letter came to us from BSA member Russ Feldman 
AIA, Adam Cote’ step-brother. 
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In December 2002, [I received a Boston Foundation for 
Architecture grant to support a BSA Learning By Design youth 
education program residency in my school]. The [BSA’s Learning 
By Design] team visited my classroom several times to introduce 
my second-grade students to architectural concepts and to plan 
and design a community with them. The class was taken on a 
walking tour of East Boston neighborhoods to support our Social 
Studies theme of Community. The students were encouraged to 
look carefully at the buildings in their neighborhoods, observ- 

ing the architectural concepts they learned in the class. Back in 
the classroom, under the guidance of Polly Carpenter AIA, stu- 
dents read picture books with a strong architectural emphasis such 
as “Roxaboxen” and “Journey Around Boston A-Z”. Polly and 

her team encouraged her students to act out structural terms such 
as arches, columns and domes. As a final activity, the class con- 
structed scale-model people from pipe-cleaners, wrote biographies 
about them, brainstormed ideas about what makes a ‘model’ com- 
munity, and then designed and constructed a community from 
materials brought from their homes and schools. 


I can't say enough about the positive experience this grant pro- 
vided for my students. Our school is located in inner-city Boston 
and my students come from very diverse, multi-cultural back- 
grounds. Many of my students are first-generation Americans, 
starting to build their lives in a new community and country. 
Polly Carpenter and her team introduced my students to many 
new concepts and ideas about their community, taking the learn- 
ing they had in the classroom and bringing it to a new level. I 
believe this introduction will help my students strengthen and 
deepen their bonds with their community and, in turn, help them 
to become invested in the life and direction of their communities. 


On a professional note, Learning By Design director and mas- 
ter teacher Jan Ham introduced me to the world of architec- 
ture when she taught a professional-development class for teach- 
ers in which I was enrolled. I had just moved to Boston and the 
class inspired me to learn more about the history, the political 
and social patterns of my new community...I decided then that 
I wanted my young students to feel the enthusiasm about their 
community that I did as a result of Jan's course...I hope that this 
outstanding BSA program continues. The Learning By Design 
Team is organized, enthusiastic, well-prepared and enjoys working 
with children of different abilities and backgrounds, and makes 
learning fun! 


Susan Rovzar 


Ed. note: Many BSA members and allies volunteer to work with the 
Learning By Design team in schools throughout Massachusetts. For 
more information, email Jan Ham at \bd@architects.org. 


Impressed 


I have just seen the ChapterLetter for the first time and am very 
impressed. I am not an architect but I have spent 30 years in cor- 
porate communications, most recently as senior vice-president 
for corporate communications at Beth Israel Deaconess Medical 
Center. I am very interested in the thought and skill that go into 
producing publications and yours is outstanding on all counts — 
beautifully designed, planned and written and with fine editorial 
acumen. Your headlines are generally crisp with a welcome touch 
of whimsy — altogether an informative and compelling piece of 
work... 


Tony Swartz-Lloyd, Boston 
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Competitions/ as 
Awards/Grants aS 


Boston Foundation for Architecture 
Grants; 8/12 appl. deadline (see p. 6) ... 
Grants for environmental activists; 
1/15, 5/1 & 9/15 deadlines; N.E. 
Grassroots Environment Fund (802-223- 
4622] info @grassrootsfund.org)... 
Waterfront Design Awards; 7/16 dead- 
line; www. waterfrontcenter.org 1202-337- 
0356... Vetter Windows & Doors design 
competition; cash prizes; 8/1 deadline; 
www.vetterwindows.com... Housing 
Design Competition; Norwalk CT; 8/13 
deadline; competitionadvisor@swinter.com 
...“Green” grants; Deutsche Bank 
Environmental Grants for non-profits 
tackling urban revitalization and sustain- 
ability issues; rolling deadline; www. cib. 
db.com/community or gary.s.hattem @db. 
com...Graham Fellowship in Design; 
post-grad fellowship at the NEA; 202- 
682-5078 (Kristina Alg) or visit the web- 
site at ttp://arts.endow.gov/learn/jobs/job- 
smenu.html...Black female architecture 
scholars and other professional women 
wanted; grants/fellowships of $2K-50K 
for black female scholars pursuing degrees 
in architecture and other professions; 
www.aauw.org and click on ‘fellowships’... 
Lyceum Fellowship for architecture stu- 
dents; www.lyceum-fellowship.org... 
Historic preservation grants; Mass. 
Historical Commission/$300,000; 617- 
727-8470/ www. magnet.state.ma.us/secl 
mbc...Pre-development Assistance 
Program funds to support early-stage eco- 
nomic development projects in Mass.; 
rolling deadlines; 800-445-8030 (Mass. 
Development Finance Agency)... 
Victorian-era buildings awards (exteriors 
or interiors), public places, open spaces, 
etc.); Jack Grinold, 48 Greycliff Rd. 
Brighton MA 02135...AIA Honors & 
Awards programs including the Gold 
Medal, Kemper Award, Whitney Young 
Citation, Honor-ary AIA Membership, 
Design Honor Awards, 25-Year Award, 
Urban Design Awards, AIA College of 
Fellows, Honorary Fellowship, Thomas 
Jefferson Awards for Public Architecture, 
Young Architects Citation, Library 
Building Awards, Institute Honors, 
Architecture Firm Award, Henry Bacon 
Medal, Topaz Medallion for Education, 
Brick in Architecture Awards, Interior 
Architecture Awards, Concrete Masonry 
Design Awards, Cedar Design Awards, 
etc.; deadlines vary; 617-951-1433x221 
(ask for the Annual Awards Schedule)... 
For details on the American 
Architectural Foundation Richard 
Morris Hunt Fellowship and numerous 
AIA-related fellowships and scholarships 
for minorities/disadvantaged individuals, 
professional degree candidates, health 
facilities design, research and other pur- 
poses, including the RTKL Traveling 
Fellowship, call 202-626- 
7511...“ArchVoices”, the superb website 
for young designers, also provides infor- 
mation on scholarships; www.archvoices. 
org...Minority/Disadvantaged 
Scholarship program; annual AIA/AAF 


Scholarships; 202-626-7511 (Mary 
Felber)...Architectural grants/fellow- 
ships/scholarships resources; the 
Foundation Center Library/Associated 
Grantmakers of Mass.; 617-426-2606... 
Aga Khan Award, Program Procedures, 
32 chemin des Crets-de-Pregny, CH-1218 
Grand Saconnex, Geneva, Switzerland 
($500K in prizes; rolling deadlines)... 
Student competitions: programs & dead- 
lines vary; 202-626-7472 (AIAS); 212- 
924-7000 (NIAE); 202-785-2324x2 
(ACSA/Wood Products Council); DuPont 
Benedictus Design Competition; 202- 
628-0448 (ACSA)... Fulbright grants for 
architects and urban planners; www.iie. 
org/cies; 202-686-4000 (fax 202-362- 
3442)...NEA design project grants and 
individual grants/fellowships (up to $20K) 
for designers; 202-682-5437... The 
MacDowell Colony residency for archi- 
tects; 1/15, 4/15 & 9/15 seasonal dead- 
lines; 603-924-3886/www.macdowell 
colony.org...Peace Corps assignments 
throughout the world; rolling deadlines; 
www.peacecorps.gov... “ArchitectureWeek 
Calendar” (www.architectureweek.com) 
includes an online listing of design 
competitions. ..“Competitions” magazine 
reports regularly on design competition 
results; for a subscription, call 502-451- 
3623...Competition websites recom- 
mended by BSA members: www.death 
byarch.com; www.planetizen.com/announce; 
and www.archiseek.com. 


Workshops/ 7” 
Conferences SS 


Build Boston 2004; 11/16-18; 200 work- 
shops/award-winning design exhibits/350 
product exhibits/14,000 design and con- 
struction professionals/the awards celebra- 
tion and clients networking extravaganza; 
for exhibit, advertising and sponsorship 
opportunities, call 800-996-3863 (Brian 
Keefe)... Historic preservation courses; 
through 10/13; Campbell Center, Mount 
Carroll IL; 815-244-1173/www.campbell- 
center.org...ADA audio conferences: 6/15 
(legal obligations); 7/20 (ADA update); 
8/17 (What makes a meeting accessible?); 
9/21 (Is my business accessible?); for regis- 
tration details, e-mail Kathy Gips 
(kgips@adaptenv.org)... OSHA workshops 
on fire alarms/security/egress controls for 
construction sites (6/22) and design/build 
(9/14); Wellesley; AGC Young 
Contractors series; omalley@agcmass.org 
(Micki O’Malley)...Negotiation for 
Senior Executives; two sessions at 
Harvard: 6/7-8, and 7/12-13; 781-239- 
1111 (Julie Dunbar)...Design 
Management Institute seminar on “man- 
aging strategic creativity and innovation” 
(8/12-13); www.dmi.org/seminars.... 
“Impact of mold on human health” 
symposium; 6/7-8, Harvard School of 
Public Health; for details, write/call Diana 
Ronne (dronne@hsph.harvard.edul617- 
384-8680)...International and local 
urban conservation and development 
conference; Roger Williams University 
International Fellows Program, 7/9-10; 


Hasan Khan (khan @rwu.edul401-254- 
3601)...Annual waterfront conference 
(economic development, design and com- 
munity revitalization); 10/14-16, 
Milwaukee; www. waterfrontcenter.org 
...Preservation workshops; through June 
in Vermont; www.preservationworks.org... 
Environmental law workshops; Vermont 
Law School, 6/1-8/7; www.vermontlaw. 
edu 

...Land-use and tax policy course; 
Lincoln Institute of Land Policy; www.lin- 
colninst.edu; through summer 2004... 
AutoCAD Certificate Program; 
Wentworth Institute of Technology; 617- 
989-4309...Online professional devel- 
opment is available through the BSA’s 
partnership with RedVector.com, which 
offers over 400 online courses and dozens 
of home-study programs for BSA mem- 
bers and allies; visit www.architects.org/ce 
for details... Wentworth Institute profes- 
sional and continuing studies programs; 
617-442-9010x446...1IDA New England 
programs: Boston (617-482-3232, 
Dianne Dunnell); Hartford/Springfield 
(860-659-1010x2380, Stevanie Demko); 
Portland/Portsmouth (207-671-4973, 
Pam Napolitano)... Planning/Zoning 
Appeals Boards training sessions; Citizen 
Planner Training Collaborative; www. 
umass.edu/masscpte 413-577-3642... 
Zoning clinics; every Tues., 8 am-4 pm; 
Boston Plans & Zoning Unit (5th fl), 
1010 Mass. Ave., Boston (617-635- 
5300x1300) ... Northeastern University 
Center for Continuing Education 
Building Design and Management cours- 
es; 617-320-8000. ..Jewish Vocational 
Service career, job-hunting and related 
workshops; 617-965-7940... Women’s 
Educational and Industrial Union career 
services work-shops and other services on 
job-hunting and other career issues; 617- 
536-5657...BU Program for Real-Estate 
Studies; 617-353-3013...Real-estate 
management courses; www. irem.org. 
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Exhibits/Lectures/ 
Tours/Events SS 


BSA exhibits (see pp. 2 & 7)...BSA 
tours to Paris (see p. 1)...BSA int'l 
design tours; 888-802-8303 or 415-209- 
0637...Boston By Foot’s monthly archi- 
tectural walking tours include explorations 
of the Freedom Trail, Victorian Back Bay 
Literary Landmarks, the North End and 
Boston underground; tour of the month 
on 6/12 is Chinatown; 617-367-2345... 
Mass. Building Congress Annual 
Dinner; 6/2, Boston Convention & 
Exhibition Center; 978-921- 
9222...“Plant Yourself in the Park 
Day”; 6/5 (the first city-wide volunteer 
day in Boston's open spaces); Boston 
Greenspace Alliance (www. bostonparks. 
org)... Harvard Commencement 
Exhibition (6/9-8/11); www.gsd. harvard. 
edu/events... \CA/Vita Brevis exhibition 
on “The Sound of Prayer in Public 
Places”; venues include Logan's Terminal 
E elevated walkway, NW corridor on the 
first floor of the McKim Building of the 
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BPL, and the Codman Square Health 
Center/Tech Center in Dorchester; 
through 6/5; www.icaboston.org...Urban 
renewal and transformation photo 
exhibits; Gabriele Basilico, photographer; 
MIT Museum, ends 6/6; web. mit.edu/ 
museum...“Marjetica Potrc: Urgent 
Architecture” exhibit; Visual Arts Center; 
through 7/11; 617-253-4680/http://web. 
mit.edu/lvac...Freedom Trail tours (Apr- 
Nov; 617-242-5642)... Walking tours of 
Jamaica Plain; Jun-Sep; 617-524-5992... 
Historic Shirley-Eustis House tours; 
Jun-Oct, Boston; 617-442-2275... 
Museum of Science lecture series; 617- 
589-0419...Black Heritage Trail (year- 
round; 617-742-5415...SPNEA pro- 

and Gropius House tours (year- 
round); 617-227-3956...MIT Museum 
exhibit of the work of Doc Edgerton; 
617-253-4405...Historic architectural 
drawings exhibit at the Library of 
Congress; 800-551-7328...“The Four 
Shapes of Boston: 1630 to the Present” 
and “The Reshaping of Boston: The 
Contemporary City”; two slide-lectures 
on Boston's architectural history available 
to rent (with speaker); 617-367-2345... 
Art & architecture tours of the BPL; 617- 
536-4000x212...Moakley Courthouse 
public tours; first Tues. monthly, 1:00 
pm; Rebecca Ulanoff (617-748-9633); 
docent volunteers are sought for the 
“Discovering Justice” tour program; call 
617-748-9633. 


Community/ 
Professional i 
Opportunities SS 


“Learning By Design in Massachusetts”; 
BSA partnership with school-based pro- 
grams; architects encouraged to call/ 
write njenner@architects.orgl 617-951- 
1433x227... Wentworth’s department of 
architecture is seeking part-time faculty 
in the areas of building technologies, 
foundation design studies, and upper-level 
design studios; for details, call Bob Gillig 
at 617-989-4491; Wentworth's accredited 
baccalaureate program in interior design is 
also seeking architects and interior design- 
ers to participate in end-of-semester stu- 
dent design reviews; adjunct teaching 
positions are also frequently available in 
studio and technical courses; for details, 
write/call Herb Fremin at freminh@wit. 
edul617-989-4051...Design profession- 
als sought for Boston Learning Society 
seminars in Needham; 781-453-9800... 
Teachers/Practitioners: the BAC is seek- 
ing instructors in the decorative arts, 
wood-frame construction, mechanical/ 
electrical systems, materials, methods and 
contract documents, structures (many of 
these related to the A.R.E.); 617-536-317 
258... The Boston Museum of Science 
seeks professionals to teach problem-solv- 


ing, computer applications, interdisciplin- 
ary topics, and a variety of other courses; 
call 617-589-0364 (Brent Jackson)... 
Discovering Justice Education Project 
volunteers for its tour program Moakley 
Courthouse in South Boston; 617-748- 
9633/www.discoveringjustice.org. 


Publication 
Opportunities 


ArchitectureBoston, the BSA bimonthly 
magazine; for editorial and advertising 
requirements, call/write Nancy Jenner at 
617-95 1-1433x227/njenner@architects, 
org...North Shore BSA members’ story 
ideas are solicited by John Rockwell ALA, 
the Salem News architecture columnist; e- 
mail your suggestions to rockwellj@wit. 
edu...American Soul in Architecture is a 
book project currently underway that will 
survey the work of African-American 
architects in the late 20th century; the 
author, Louis Smith, is also writing a 
book on cultural influences that inform 
residential design and is interested in 
hearing from BSA members and others 
who may have projects to submit for pos- 
sible publication in either of these two 
books; for details, write /bsmith@ascent 
designpc.com...Boston Globe architecture 
critic Robert Campbell FAIA is interest- 
ed in hearing from BSA members about 
interesting new architecture, landscape, 
urban design, controversies and other 
news; write Campbell at camglobe@aol. 
com/54 Antrim St., Cambridge 02139- 
1102...Boston Herald architecture critic 
David Eisen is seeking BSA members’ 
work on housing, interiors, urban design, 
great public projects, tiny private retreats, 
etc.; mail non-returnable information to 
Eisen at 119 Braintree St., Boston 
02134... Banker & Tradesman architec- 
ture critic Jeff Stein AIA welcomes story 
ideas; write steinj@wit. edu...Banker 
Tradesman is also seeking BSA mem- 
bers to write technical, informational, 
trend and opinion articles for its monthly 
commercial section and its quarterly mag- 
azine, “Structures”; call/write Tim DeFeo 
at 781-641-177 1/timdefeo@yahoo.com... 
International practice is the focus of a 
new now being prepared by Thomas 
Vonier FAIA for John Wiley & Sons; 
Vonier is seeking data on projects abroad 
designed by BSA member firms and oth- 
ers; for details, call/write Vonier at 202- 
387-7600/ 76646. 1 100@compuserve.com 
by 1/31...Seaside cottages and new 
American or traditional cabins architec- 
ture; examples sought for Rizzoli book; 
for details, write Linda Leigh Paul at 
media @ipns.com; Paul is also seeking 
information on single-family residential 
island architecture (privately owned and/ 
or remote and low density) in the U.S. or 
Canada for another book; email her at 
media@ipns.com...BSA members who 


design homes are invited to submit 
designs for a book on “extra-ordinary 
homes” with a focus on built-in conve- 
niences; for details, write/call Carol 
Abrahamson (carol@stockdocs.com!928- 
284-5753 )...BSA members who have 
designed interiors in Arts & Crafts, bun- 
galow, Colonial, Cape Cod or salt-box- 
style homes are invited to submit work for 
a new book by Treena Crochet/ The 
Taunton Press; for details, write 
styleltd@msn.com...Solid & Engineered 
Surfaces industry magazine reporter/ 
architect seeks information on solid and 
engineered services in built projects; BSA 
members interested in contributing imag- 
es and other information to the story 
should call Barbara Nadel FAIA (718- 
793-7106)... “Materiality for Design”, a 
Princeton Architectural Press book, is 
seeking submissions from AIA members 
in Massachusetts; for details, write 
Victoria Ballard Bell at vbbell@bellsouth. 
net... Architects wanted to write articles 
for a fee on high-end design with Velux 
products; write Vibeke Rieneck at vir. 
mac@velux.com...Residential projects 
using copper (by BSA members) are being 
sought for inclusion in a special coffee- 
table publication of the International 
Copper Association in Argentina and 
Uruguay; for submission information, call 
David Hunt at 800-448-1776x2474... 
The Classicist, the journal of the 
Institute for the Study of Classical 
Architecture, is seeking papers and/or 
examples of work done in the Classical 
manner; 212-681-2761...BSA members’ 
“superb home or living community 
projects” unpublished and less than two 
years old are sought; send color photos, 
floor plans and a project description to 
Susan Barror, Editor, Hanley-Wood 
Publications, Suite 600, One Thomas 
Circle NW, Washington DC, 20005... 
Residential Architect magazine is seek- 
ing BSA members’ residential design 
details for publication; call or write 
Shelley Hutchins (202-736-3407)...BSA 
members’ home office designs are being 
sought for publication in Home Office 
Computing magazine; for details call 301- 
654-1988/fax 301-654-1994/alvin@al. net 
...idio TEXT design journal invites BSA 
members to submit competition projects 
for publication; 617-482-6958 (Jordan 
Williams)... Places, the quarterly journal 
edited by Donlyn Lyndon, invites submis- 
sions of articles related to sustainable 
design; 718-399-6090 for details... The 
Hardwood Manufacturers Association is 
seeking professional photography showing 
the use of solid U.S. hardwoods in furni- 
ture, flooring, kitchen cabinets, or decora- 
tive woodworking to illustrate in various 
publications the use of American hard- 
woods; call Susan Regan at 412-829- 
0770...Energy-efficient designs are 
being sought for a new book on alterna- 
tive architecture; for details, call Alfred 
Kemper (909-920-9753). 


www.architects.org 


BSA | Jun 2004 


17 


Architecture, ethics, and shame 


“Suppose you're an architect, ambitious and eager to build. You're 
teaching theories of design at a university. You push your students 
to think and ask questions. You see yourself as an activist, aware of 
and inspired by ideas of civic responsibility. One day the depart- 
ment chairman tells you that he has received a report about your 
‘subversive activities’. You have a choice: you can join the rul- 

ing party or you can leave the university. A high-powered friend 
advises you to leave and recommends you for a job with a gov- 
ernment development project. Soon you're working alongside the 
biggest names in architecture who have flown in from around the 
world to refashion your capital. The years go by. Slowly the bud- 
get money dries up. The famous names move on. Yet you are still 
toiling for the dictator. 


“In your mind's nightly dialogue you still think like the rebel you 
once were. Yet each morning you go to the dictator's office to 
oversee the engineering of his megalomaniacal dream. By now, 
you see no way out, and compared with two of your colleagues, 
you're lucky. The wife of one and the brother of the other were 
executed. 


“For most of us born in democratic countries, the question of 
what we would do when faced with moral quandaries under a 
totalitarian regime is purely hypothetical. We'd like to think we'd 
do the right thing, but who knows what daily choices we might 
make to survive. Not everyone is coded for courageous subversion. 
And what is survival? Just a mater of subsistence? What about sur- 
viving intellectually, professionally, as a part of society? 


“I met such a man in Baghad recently. His name is Mowfaq al- 
Taey. He was an architect in Saddam Hussein's presidential engi- 
neering office. 


“...al-Taey said he hated Hussien’s regime and disagreed with the 
Arab nationalist ideology of the Baath Party. Yet until the day 
before the United States invaded Iraq, al-Taey was overseer, con- 
tractor, troubleshooter and quality controller on Hussein's impe- 
rial projects. 


“When confronted with [criticism of his decision to provide archi- 
tectural services to Saddam until the end], al-Taey responds: “The 
Iraqis who left don’t know what we went through to survive’ — 
the fear, the treachery of jealous colleagues and a bad conscience. 
For although what seems to bother al-Taey the most in the end is 
the bad architecture, ultimately his aesthetic judgement is an eth- 
ical judgement. It’s that aesthetic judgement that [one exiled Iraqi 
intellectual addressed when he wrote: “The kindest] thing that can 
be said about the Iraqi intelligentsia in the various works of the 
Baathist city is that they chose to live at the expense of their art 

or whatever else they were engaged in doing...Faced up to honest- 
ly with a minimum of necessary compromises, and the interests of 
loved ones in mind, it can actually become heroic...By the same 
token, it must be acknowledged that by-and-large the works that 
such an intelligentsia produces are worthless.’ 


“That kick is what pains al-Taey. You make all those moral com- 
promises for love of the work, the endeavor, the process, bricks 
and mortar of building, and in the end the creation shames you.” 
— excerpted from “The Battle Within” by Elizabeth Rubin in The 
New York Times Magazine (10/12/03) 


Tough clients? 


...“L remember saying that Sir Robert and Lady Sainsbury were 
the toughest clients and that that was the best compliment I could 
give them. And interestingly they became very good friends. | 
think that, as an architect, you do need that contact. In other 
words, | would rather have a really tough, over-demanding sort of 
individual, group, or whatever, asking for the impossible.” 

— Norman Foster in an interview with Robert Campbell FAIA in 
The Boston Globe (2/15/02) 


Architecture that matters BSA | Jun 2004 
“[Some are] saying that to participate in problems of the 21st cen- 
tury, we're going to have to realign architectural thinking with 

the physical realities that provide value to the act of building, its 
social, political, and environmental consequences. These are fun- 
damentally quantitative issues, organized through qualitative pro- 
cesses. Theory-based architecture has promulgated exactly the 
opposite order — premiating the qualitative over the quantitative 
— and often so bound up in its own rhetoric that it chooses to 
ignore the quantitative altogether (or worse yet, tosses it off to yet 
another engineer or consultant). THIS is THE problem in archi- 
tectural education in our time...the dismissal of the quantitative, 
and thus the dismissal of the consequences of building and build- 
ing science... 


New theory must make detailed surveys of what has been discard- 
ed in architecture’s wholesale handing over of everything remote- 
ly scientific and quantitative to consulting engineers. Acoustics, 
light, lighting, air quality and air movement, heating, cooling... 
what engineers know and do about these things (I exempt struc- 
tural engineers from this critique) has become so narrow and for- 
mulaic that their expertises together form nothing more than a 
chain of islands separated from each other, and from the mainland 
of design, by oceans of ignorance about architectural phenomena. 


These phenomena were once the chief source of architecture's 
value and were attended to ‘automatically’ by, as it were, the DNA 
of traditional models. Today few architects know about such 
things, or even know of their ignorance. Evaluating the glare from 
a window, assessing the resilience of a floor, modeling the coher- 
ence of interior air flow or the balance of radiant to ambient heat, 
simulating the pattern of sound reflections down the halls and 

in the rooms of an ordinary building (not a concert hall or audi- 
torium), analyzing patterns of privacy and exposure, and under- 
standing how these factors work together to create quality in a 
place, value in architecture: these are activities that do not cur- 
rently form the stuff of architectural practice (let alone produce 
design fame), and they are taught hurriedly (if at all) by the least 
design-adept teacher at school. This is not a call for empiricism 
per se. This is not about ‘creating a body of architectural knowl- 
edge’. This is about raising a submerged Atlantis of sensibility 
about architecture, a realm of facts and insights that can support 
popular connoisseurship of the qualities of buildings equal to that 
devoted to the valuation of music, cars, and movies. Taking this 
material seriously, technically and poetically, will help us make a 
powerful case that architecture matters at all, producing concrete 
effects people will notice, appreciate, measure, value, and ulti- 
mately demand.” — Mississippi State University architectlassistant 
professor Christopher Monson in the 1/17/03 issue of the e-newslet- 
ter, Arch Voices. 


Diversity in design 


“For most of its history, the anthropometric diagrams of Graphic 
Standards have presented an image of the human body as sex- 

and race-specific. These illustrations reveal at once the selection 
of certain demographic segments as representative of the popula- 
tion as whole, as well as the restrictive conception of a preferred or 
model inhabitant of buildings. The various methods used to rep- 
resent the body reveal the human figure to be male and white. 
Given the role of Graphic Standards as a principal guide to archi- 
tectural practice, these diagrams become emblematic of the sexu- 
al and racial composition of that practice.” — from “Hidden Lines: 
Gender, Race, and the Body in Graphic Standards” by Lance Hosey 
(Journal of Architectural Education, 11/01). 
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People & Firms 


Ivan Bereznicki Associates reports that 
Jennifer Buck, Assoc. AIA and Lara 
Pfadt have joined the firm...JFF Design 
Architects reports that fourth-year BAC 
student Julia Marsh has joined the firm as 
a designer/drafter...Graham Gund 
Architects’ recent institutional work was 
featured in The New York Times; Jon 
Richardson and Carlos Ridiuejo have 
earned their LEED accreditation ... 
Randy Jones AICP, AIA and David 
Dixon FAIA were the guest co-presenters 
on issues of smart growth and density at 
national AIA and APA conferences this 
year; Michael Payne AIA was the guest 
speaker on best practices at the AAAE 
Sound Insulation Symposium and its 
Environmental Management 
Conference...Siemasko + Verbridge has 
announced that Robert Rink AIA, 
Charlotte Ricker, and Jennifer Lyford 
have joined the firm... The Genzyme 
Center in Cambridge designed by 
Behnisch Behnisch & Partner in associa- 
tion with Next Phase Studio, was among 
the “top ten green projects” showcased by 
the AIA during Earth Day in April... 
HNTB reports that Thomas Doolittle 
ASLA has joined the firm as associate VP 
and planning director in the Boston 
office...Charles Rose Architects’ design 
of the Shapiro Campus Center at 
Brandeis has been honored with a 
Building Stone Institute design award... 
Ann Beha Architects is one of the four 
finalists chosen to design the Vietnam 
Veterans Memorial Education Center... 
Kotter Kim & Associates reports that 
Giles Moore and Mark Sardegna have 
been named senior associates and Todd 
Thiel AIA and Thomas Beddall AIA 
have been named associates. ..Sandy 
Smith AIA has been elected to RISD’s 
Board of Trustees...Einhorn Yaffee 
Prescott reports that it is ranked 91st in 
the World Architecture annual listing of the 
top architecture practices and 81st in 
Interior Design's listing of top design 
firms...B. Goba & Associates has been 
honored by the Framingham Historical 
Commission for the historic preservation 
of that town’s First Baptist Church... 
McManus Peterman Architects reports 
that Amanda Tickler (Gill) has joined the 
firm as director of marketing...Bruner/ 
Cott & Associates is the recipient of a 
Faith & Form Religious Architecture 
Award for the design of Congregation Or 
Atid in Wayland...Gregory F. Heppner, 
Architect has moved its offices to 19 
Monument St., Wenham 01984 (978- 
468-9955)...Tony Tappé FAIA and 
Jeffrey Hoover AIA are among those 
leading a three-day Harvard seminar next 
month on the planning and design of 
public libraries... The Stubbins 
Associates recently worked with the 
UNLV Department of Architecture and 
with several students and faculty members 
from Beijing's Tsinghua University for a 
special design charrette in Las Vegas; the 
firm's design of a new Emerson College 
residence hall was recently featured in The 
Boston Globe...DiMella Shaffer has been 


ranked by the BBJ as one of Boston's 25 
largest interior-design firms; Heather 
Smart has joined the firm as marketing 
manager...CBT has announced that Lois 
Goodell IIDA and David Nagahiro AIA 
have been named principals of the firm 
CBT’s design of the SquashBusters build- 
ing at Northeastern was the subject of a 
recent article in Metal Mag; Christopher 
Hill AIA was a guest panelist recently at a 
Brandeis forum on designing architectural 
settings for the teaching of art and art his- 
tory; Robert Brown IIDA, AIA was a 
guest speaker at the National Heritage 
Museum recently on the politics of urban 
design; Lois Goodell IIDA writes on good 
design as good business in a recent issue 
of Women’ Business; and Patrick Planeta 
was profiled recently in The Boston Globe 
as one of six local talented young design- 
ers... Bergmeyer's Mike Davis AIA was a 
guest speaker on green design in retail 
facilities at a recent Institute of Store 
Planners gathering and, with Douglas 
Coots, was the guest speaker on similar 
issues at the annual Salem State College 
Earth Day Celebration; Joe Nevin Jr. was 
a guest panelist at the national retail 
forum at Penn’s Wharton School...Goody 
Clancy's interior and exterior redesign 
and preservation of MIT’s Dreyfus 
Chemistry Labs has been named 
Renovated Lab of the Year by Re&D maga- 
zine and the firm's planning work was 
recently honored by SCUP/AIA-CAE; 
Greg Thomson's paper on testing the per- 
formance of experimental building sys- 
tems has been accepted for the American 
Solar Energy Society Annual Conference 
in Oregon; Dennis Swinford ASLA was a 
recent participant in the ULI technical 
assistance effort for Mattapan Square; 
David Spillane AICP is the guest speaker 
at a forum on transit-oriented develop- 
ment in Boston... The Architectural 
Team has been honored by Contemporary 
Long-Term Care magazine for the design 
of the Brigham House assisted-living facil- 
ity in Watertown...ADD Inc, Goody 
Clancy, Sasaki Associates, and Steffian 
Bradley Associates contributed their 
design skills and energy to help 
Rebuilding Together Boston renovate 13 
homes for low-income, elderly and dis- 
abled homeowners in Boston's neighbor- 
hoods on National Rebuilding Day in 
April...Solomon + Bauer Architects has 
moved to 63 Pleasant St., Watertown 
02472/617-924-8200...Gail Sullivan 
Associates is one of the firms included in 
the RIBA/USA DiverseCity exhibit now 
traveling throughout the U.S. before 
returning to London...DiNisco Design 
Partnership reports that Jason Redmond 
has joined the firm as marketing coordi- 
nator...In recent issues of the Boston 
Sunday Herald, architecture critic David 
Eisen AIA writes on the design work of 
Kallmann McKinnell & Wood (the new 
campus center at the University of 
Massachusetts/Boston), Steven Ehrlich 
Architects and Symmes Maini & McKee 
(the new Kendall Square biotech lab), 
Perry Dean Rogers & Partners (the new 
Olin College of Engineering campus in 
Needham), CBT (Northeastern’s new 


SquashBusters facility), and Elkus/ 
Manfredi Architects (the new 100 
Cambridge St. mixed-use project sur- 
rounding the Saltonstall building in 
Boston); and in a letter published in The 
New York Times, Eisen writes on the con- 
tinuing Ground Zero memorial designer- 
selection process...In a recent issue of 
Banker & Tradesman, architecture critic 
Jeff Stein AIA writes on a new mixed-use 
residential project called the Channel 
Center designed by Bruner/Cott in 
Boston's Fort Point Channel District...In 
a recent issue of The Boston Globe, Robert 
Campbell FAIA writes on the new MIT 
Stata Center designed by Gehry Partners 
and Cannon Design. ..Other recent 
issues of the Globe have highlighted the 
work of Ruhl Walker (residential lofts in 
Boston) The Stubbins Associates (an 
Emerson College dorm on Piano Road in 
Boston), SINGLE speed DESIGN (resi- 
dential work in Lexington constructed of 
Big Dig scrap steel, concrete and hard- 
ware (see the related story on p. 7), and 
HKT Architects (the City Hall Annex in 
Cambridge); George Thrush AIA recent- 
ly published an op-ed piece in the Globe 
assaying the new Harvard Business School 
at One Western Avenue in Allston 
designed by Machado and Silvetti 
Associates and a Globe editorial focused 
on the new University of Massachusetts/ 
Boston Campus Center designed by 
Kallmann McKinnell & Wood and 
described in the Globe editorial as a good 
example of the importance of good design 
to good education...DRA’s Carl 
Franceschi AIA was a guest speaker on 
designing community schools at the 
Northeastern conference of the Council of 
Educational Facilities Planners 
International (CEFPI). 


New Work 


Gregory F. Heppner, Architect's recent 
and current work includes Musclemaster. 
com's new HQ in Northborough, renova- 
tion of St. Richard’s Church in Danvers, 
The Learning Tree Preschool in Danvers, 
expansion planning for Danvers Ford, a 
multi-family housing renovation in 
Hudson and numerous residential proj- 
ects... DiNisco Design Partnership's cur- 
rent work includes renovation of the 
Danvers Middle School...Goody 
Clancy's recent and current work includes 
neighborhood-planning work for the 
Uptown community in Cincinnati, resi- 
dential planning work in Scarborough, 
Maine and, with KPS Group, a new aca- 
demic building for the University of 
Alabama/Birmingham...Bergmeyer 
Associates is designing a new Ecko store 
in Staten Island and has designed a new 
prototype facility for Hanna Andersson 
whose Newport Beach outlet recently 
opened at Fashion Island... The 
Architectural Team’s recent and current 
work includes a new Battery Wharf 
mixed-used development in Boston's 
North End, a masterplan for a new 
mixed-use development on Blue Hill Ave. 
in Roxbury for Nuestra Communidad, 
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Goody Clancy has 
announced that Larissa 
Brown AICP (above) has 
joined the firm as chief 
planner 


The new AGC/BSA 
“Professional Exchange 
Project” is among the 
successful initiatives 
championed by Marc 
Truant AIA (above) during 
his now concluding term 
as chairman of the board 
of AGC of Massachusetts 


oud 
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Kriss Pettersen AIA has 
joined KFP Architects as 
principal and director of 
architecture 


The Whitney Place skilled-nursing facility 
renovation and new assisted-living facility 
in Northborough, and an addition to its 
own offices in Chelsea... The Stubbins 
Associates’ recent and current work 
includes a high-bay manufacturing, indus- 
trial and office facility for Analogic in 
Peabody, tenant fit-out for Digitas in 
Boston, renovation and expansion of the 
Muscular Therapy Institute in Watertown, 
and adaptive reuse of the Necco building 
in Cambridge for the Novartis Institute 
for Biomedical Research...Shepley 
Bulfinch Richardson and Abbott is 
designing the library at Queen's University 
Belfast in Northern Ireland and is creating 
the masterplan for and designing build- 
ings on the new South Quadrangle of the 
Homewood campus of The Johns 
Hopkins University in Baltimore... Tappé 
Associates has completed design of the 
CHPS-certified, Massachusetts 
Technology Collaborative-supported 
Woburn High School...E. Verner 
Johnson and Associates’ recent and cur- 
rent museum work includes architectural 
services for the new National Infantry 
Museum in Fort Benning, Georgia, the 
North Carolina State Museum of Natural 
Sciences, the Green Square project in 
Raleigh, the Carnegie Museum of Natural 
History in Pittsburgh and museum-plan- 
ning projects for Ohio Historical Society 
in Columbus, the Coastal Discovery 
Museum in Hilton Head, the San Jacinto 
Museum of History in Houston, the Utah 
Museum of Natural History in Salt Lake 
City and the Marib Museum in Yemen... 
TRO/The Ritchie Organization created 
the masterplan and is currently designing 
an expansion/renovation project, includ- 
ing a new children’s hospital, at Saint 
Francis Hospital in Tulsa. ..Payette 
Associates is designing a new College of 
Pharmacy for the University of Rhode 
Island and a new molecular cellular and 
development biology building for Yale... 
ADD Inc with Jeffrey Millman Associates 
is designing a new student residence for 
Bentley College in Waltham...McManus 
Peterman Architects is designing the 
Boston Tea Party Museum in Fort Point 
Channel for Historic Tours of America of 
Key West...Cambridge Seven Associates 
has completed design of the Marriott 
Courtyard Hotel in Brookline...Einhorn 
Yaffee Prescott is designing renovations 
of and additions to Chancellor Livingston 
Elementary School and Bulkeley Middle/ 
Rhinebeck HS in New York...Gail 
Sullivan Associates is designing the MIT 
Technology Children’s Center at Stata. 


Corporate Affiliate News 


Chapman Construction/Design’s recent 
and current work includes build-out for 
Kendall/Tyco Healthcare in Mansfield 
with iDesign & Associates and phased 
renovation of Dynamics Research Corp.'s 
offices in Andover with Kodis 
Associates...Genesis Planners is provid- 
ing project-planning services for the 
Cambridge School of Weston...Payton 
Construction’s recent and current work 
includes a new Singer Park baseball stadi- 
um in Manchester NH, renovation of the 
Bulfinch Hotel in Boston, demolition and 
renovation of an existing gym to create a 
new location for the Judge Baker 
Children’s Center on Parker Hill Ave., 
lobby renovations for the Royal Sonesta 
Hotel in Cambridge, the new Mountfort 
Street Residences in Boston, tenant fit-out 
of Lowrie Lando & Anastasi’s offices in 
Cambridge, a Carmichael Hall project at 
Tufts, lab build-out for Northeastern 
University, roof replacement/accessibility 
projects and other work for the George 
Robert White Fund in Hyde Park, tenant 
fit-out at One Boston Place for Franklin 
Portfolio/Mellon Financial Center, plan- 
ning services for Forsyth Institute, renova- 
tion of a biology/chemistry facility for 
Phylogix in Waltham, CM/GC services 
for Cathedral HS in Boston, and pre-con- 
struction services for AstraZeneca and for 
Sterile Core...Arup’s recent and current 
work includes the Blackstone plant reno- 
vation and Littauer building renovation 
for Harvard; the firm also has been on the 
project team of several recent award-win- 
ning projects including the Tel Aviv 
Museum of Art designed by Preston Scott 
Cohen, MIT’s Simmons Hall designed by 
Steven Holl Architects with Perry Dean 
Rogers and Partners and the Salt Lake 
City Public Library designed by Moshe 
Safdie and Associates; Chris Schaffner 
P.E.’s sustainable design expertise was 
highlighted in a recent issue of 
Environmental Design and Construction 
magazine. ..Linbeck’s recent and current 
work includes an office fit-out for 
Schlumberger with Lyme Properties and 
Olson Lewis Dioli & Doktor, renovations 
of the Barus and Holley engineering lab at 
Brown with Gorman Richardson 
Architects, and the expansion of the 
Church of the Transfiguration with 
William Rawn Associates; the company 
also has been honored recently with two 
safety awards from AGC of America... 
B.L.Makepeace has completed an eight- 
segment scale model of Flansburgh 


Dewing & Schmid Architects has announced that (above, left to right) Elizabeth Roosa, James Macdonald, 


Leana Porter and Michael Szalaji AIA have been named associates of the firm 


Associates’ design of the Lawrence HS 
project using the Z Corp. new 3D print- 
ing system...Advanced Signing’s current 
work includes interior signage for 
Archstone Smith with ADD Inc, Nixon 
Peabody with DiMella Shaffer, and 
Standard & Poor with Dyer/Brown and 
exterior signage for Sonus Networks with 
Diversified Project Management and 
Raytheon; the firm is also providing inte- 
rior glass vinyl film treatments for 
Lightbridge with Commodore Builders 
and Bargmann Hendrie + Archetype... 
SEi Cos. provided MEP/fire protection 
and other services for the renovation of 
and addition to Exeter Hospital with 
JSA...Geller DeVellis’ recent and current 
work includes the new Melrose Middle 
School and renovations to the Eastham 
Elementary School with Tappé Associates, 
conversion of an existing clock factory 
into housing called Island Residences for 
Norumbega/Oaktree, the Holland School 
in Dorchester with Schwartz/Silver, per- 
mitting and design services for a retail/res- 
taurant development at Wrentham 
Crossing, masterplanning/permitting/site 
design for the Arbor Point residential 
community in Burlington with DiMella 
Shaffer and Bloodgood Sharp and Buster, 
campus landscape improvements at the 
Belmont Hill School, streetscape and site 
design for The Greener Cos. HQ in 
Lowell and for a new housing develop- 
ment in Charlestown for Cathartes 
Investments, and affordable-housing and 
retail development in Manchester for 
Mostue Associates, and a new NCAA 
track and infield synthetic multi-purpose 
playing field for Clark University...Foley 
and Buhl Engineering's current work in 
its Massachusetts and New Hampshire 
offices includes the Danvers Middle 
School with DiNisco Design Partnership, 
the Lawrence Memorial Hospital ambula- 
tory services building in New London 
with TRO, the First Church in Belmont 
with Robert Olson & Associates, the 
Keene State College dining facility with 
SBRA, the Salisbuy School dorm with 
The Office of Michael Rosenfeld, St. 
Katherine Drexel Catholic Church with 
The S/L/A/M Collaborative and the 
Southern New Hampshire Medical Center 
Emergency Department addition with 
JSA...Shawmut Design and 
Construction has announced that 
William Hughes has been promoted to 
executive VP/COO, Mary Coffey Moran 
CPA has joined the firm as CFO, and Jim 
Scarpone is the new project executive with 
the restaurant/retail group; the firm 
recently completed construction of Louis 
Vuitton’s new flagship store in 
New York City working with 
Peter Marino Architects and 
TPG Architecture...Columbia 
Construction recent and cur- 
rent work includes an addition 
and renovations for Cell 
Signaling Technologies in 
Danvers with D.F. Trees 
Associates, an addition to and 
renovations of Xavier Hall at St. 
John’s Prep in Danvers with 
Mount Vernon Group, renova- 
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Spagnolo/Gisness & 
Associates reports that 
(below, top to bottom) job 
captain John Giubilo AIA, 
senior interior designer 
Gable Clarke, drafter/ 
designer Seth Izzi, junior 
interior designer Valerie 
Ross, and drafter Heath 
Cody have joined the firm 


tions and new construction at the 
Longyear at Fisher Hill condos in 
Brookline with The Architectural Team 
and HDS Architecture, new retail space at 
the former VW dealership site in Belmont 
with HDS Architecture, renovations of 
Novell’s Waltham office with Gensler, the 
new Brickworks condo project in 
Cambridge with The Khalsa Group, an 
office and warehouse fit-out and renova- 
tion for Worldwide Logistics Group in 
Waltham with Ranere Associates, CM ser- 
vices for a replacement facility for 
Martha's Vineyard Hospital and for The 
Fontaine Medical Center for Cape Cod 
Hospital in Harwich...Midland 
Construction’s recent and current work 
includes upgrades of MIT dorm and tele- 
com rooms, tenant improvements for 
Amdocs at Lincoln Plaza in Boston, a 
Thomson Financial Services project with 
Jung/Brannen Associates and a data center 
expansion for Athena Healthcare in 
Waltham with Young Bickley Geiger... 
Consigli Construction has opened a new 
office in Maine (Suite 300, 50 Monument 
Square, Portland 04101; 207-772- 
1403)...Bond Brothers’ recent and cur- 
rent work includes a new residence hall at 
Holy Cross, a new entrance and waiting 
area for the Saint Anne’s Hospital 
Emergency Department with TRO, a ren- 
ovation project at Caritas Good Samaritan 
Medical Center, a new classroom building 
for the University of Massachusetts / 
Dartmouth with Charles Rose Architects, 
the British School of Boston classroom 
building for Showa Boston with Miller 
Dyer Spears, a Smith Hall student hous- 
ing renovation at Simmons College with 
Perkins & Will, two research facilities for 
the Woods Hole Oceanographic 
Institution with Ellenzweig Associates, a 
new academic and student center for the 
Massachusetts College of Pharmacy and 
Health Sciences with Steffian Bradley 
Architects, a new residence hall for 
Wentworth Institute of Technology with 
Perkins & Will/Shaw, and pre-construc- 
tion services for Harvard’s North West 
Lab project...Spaulding and Slye 
Colliers Construction’s recent and cur- 


rent tenant improvement projects include 
those for CYTYC in Marlborough with 
ADD Inc, Twin City Plaza in Somerville 
with Fletcher-Thompson, By 
Appointment Only in Bedford with 
Stephen J. Wessling Architects, Kessler 
Financial Services in Boston with Gensler, 
the Board of Bar Overseers in Boston 
with Visnick & Caulfield, Bernkopf 
Goodman in Boston with Cannon 
Design, Advanced Eye Care in North 
Dartmouth with Medical Planning Inc., 
Sylvia Insurance Group in Dartmouth 
with Durland Van Voorhis, the New 
England Regional Gift Center in Billerica 
and 141 Portland St. in Cambridge (both 
projects with Margulies & Associates), 
and for Keegan Werland Pabian in 
Boston, 260 Franklin Street in Boston, 
and R.R. Donnelley in Boston (all three 
projects with Dyer/Brown)... 
Commodore Builders’ recent work 
includes fit-out of a new steakhouse for 
Restaurant Angus of Canada with 
Whitlock Architects and multiple-fit-outs 
for quick-serve Qdoba restaurant outlets 
in the Prudential Center, Downtown 
Crossing, and at Northeastern, all for the 
Lingle Design Group of Illinois. ..Richard 
White Sons is currently working on 
Wellesley College’s Alumnae Valley land- 
scape renewal project with Michael Van 
Valkenburgh Associates and Radcliffe 
Institute’s Schlesinger Library renovation 
with Venturi, Scott Brown...Carol R. 
Johnson Associates is currently working 
with Cannon Design on the new Boston 
airmail center and concourse at Logan 
Airport and, with SBRA, on the site for a 
new interdisciplinary science building at 
Colgate and the site for an expansion and 
renovation for clinical spaces and other 
services at Concord Hospital in NH... 
Bovis, Clark Construction, Gilbane 
Building Co., Linbeck, RF Walsh, 
Richard White Sons, and Shawmut 
Design and Construction volunteered 
their building services to help Rebuilding 
Together Boston renovate 13 homes for 
low-income, elderly and disabled home- 
owners in Boston on National Rebuilding 
Day in April... Tofias reports that chief 


marketing officer Marc Busny has been 
named a director of the company, Jimmy 
Pappas CPA/CFE is a new principal in 
the firm, and John DeCamp is the new 
business development officer...Lee 
Kennedy Co.'s recent and current fit-out 
and renovation projects include those for 
the Bank of New York in Boston with 
Fuller Associates, Smith Barney in 
Waltham with Design Management, 
Boston Properties in Boston with ADD 
Inc, and for Verdasys and WD Partners in 
Waltham with David Saltzman Architects 
...RDK Engineers reports that John 
Lapomardo (senior construction engi- 
neer), James Luce PE. (senior plumbing/ 
fire protection engineer), Richard Seiden 
PE. (project manager and senior mechani- 
cal engineer), and David Semedo (project 
manager and senior electrical engineer) 
have joined the firm...Copley Wolff 
Design Group's recent and current work 
includes the Healy Playground in 
Roslindale and a neighborhood play- 
ground for the Boston Parks and 
Recreation Department in Oak Square in 
Brighton...Simpson Gumpertz & 
Heger’s recent and current work includes 
the Williams-Sonoma facility in San 
Francisco, the Griffith Observatory in Los 
Angeles, the Mystic River Apartments in 
Somerville with Mostue Associates/Casali 
Group, and the New Jersey Performing 
Arts Center in Newark... Vanasse Hangen 
Brustlin has named Robert Dubinsky and 
Mike McNeice principals of the firm and 
also has named 10 new senior associates 
and 20 new associates as the firm cele- 
brates its 25th anniversary. 


. 


BSA President Brian Healy AIA and the 
BSA Board of Directors are privileged to 
invite all our allies in the building indus- 
try and beyond to consider Corporate 
Affiliate membership in the BSA; for 
details, write/call Penny Mitchell at 
pmitchell@architects.org!617-951- 
1433x228 or visit www.architects.org/mem- 


bership. 
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Advanced to Emeritus 
John M. Kowalski AIA 


New AIA Members 


Maria L. Barral AIA 
Miller Dyer Spears 
Kevin P. Bergeron AIA 
William Rawn Associates 
Margaret J. Bjorgan AIA 
Steffian Bradley Architects 
James Boggs AIA 
DiGiorgio Associates 
Mark M. Sereda AIA 
FCI Associates 


Returning 
AIA Members 


* Philip Burdick AIA 

Fletcher Harkness Cohen Moneyhun 
Dan Chen-Ta Chen AIA 

Kallmann McKinnell & Wood 
James F. Heiberg AIA 

Channel Building Company 
Michael W. Josefek AIA 

Michael Josefek Architect 
Nancy J. Ludwig AIA 

ICON architecture 
Gregory B. Thompson AIA 

ICON architecture 


* Western Massachusetts AIA Chapter 


The BSA 
Brian Healy AIA, President 
George Metzger AIA, Vice-President 
James Dunn, CPA, Assoc. AIA, Treasurer 


Deborah Fennick AIA, Secretary 


Richard Fitzgerald, Editor 
Katie Nesse, Production Manager 


BSA staff, services, and programs 


617-951-1433 * 800 662-1235 
(to skip the message, select an extension) 


221 Architects referrals services 

221 Events/meetings/services/programs 
221 Documents and publications 

221 Credit Union 

232 Build Boston 

227 ArchitectureBoston 

301 Advertising/sponsorship opportunities 
232 Partnering/management service 
304 Accounts-receivable service 

234 Classified and other listing services 
227 ChapterLetter advertising inserts 
228 Membership/dues/continuing ed 
235 Accounting 


229 Mark Ruckman 
240 Pamela de Oliveira-Smith 
222 Katie Nesse 

221 Kevin Neary 

228 Penny Mitchell 
234 Kare Gilbert Miller 
236 Li Lei 

225 Alexandra Lee 

227 Nancy Jenner 

235 John Hoyt 

232 Richard Fitzgerald 


Staff e-mail: firstinitiallastname@architects.org 


New Associate AIA 
Members 


Jason M. Cooper, Assoc. AIA 
Ann Beha Architects 

Mitchell W. Joachim, Assoc. AIA 
Moshe Safdie and Associates 

Cheryl Wolfe, Assoc. AIA 


Returning Associate 
AIA Members 


* Francis Nataloni, Assoc. AIA 
Kitchens by Curio 


New to Massachusetts 


Tamar Rosenblum Warburg AIA 
(from Israel) 


New Professional 
Affiliates 


Leonard P. Cook 

Engineered Flood Solutions 
Karen Guenther, FIIDA 

Karen Guenther Partnership 
Glen FE. Lodovico 

Get Real Renovations 
Christina McMahon 

BKA Architects 


The BSA ChapterLetter 


The BSA ChapterLetter is published month- 
ly by the Boston Society of Architects, 52 
Broad Street, Boston 02109-4301. The 
ChapterLetter is a service provided by AIA 
members in Massachusetts to the profession, 
the public, and everyone else with a sense 

of humor or an interest in 21st-century 
America. For subscription information, 
write/call pmitchell@architects.org/617-951- 
1433x228. 


BSIA 


Letters to the editor, suggestions, criticism, 
encouragement, and manifestations of the 
light touch are welcome. Material intended 
for publication must reach the BSA by noon 
on the deadline dates listed on page 1. 


For complete submission specifications and 
deadlines, visit wwu.architects.org/ 
publications (click on ‘ChapterLetter’). 
Appropriate submissions are edited and 
published as space, temperament, and preju- 
dices permit. 

The BSA is a non-profit, membership ser- 
vice organization and has been an advocate 
of architectural excellence and public aware- 
ness of architecture since 1867, Membership 
in the BSA is open to every breathing soul 
on the planet. 


www.architects.org 


New Student Affiliates 


BAC 

Jeffrey Leupold 
SungJong Park 
Daniel Ruddock 


Carleton University 
Luke Michal Perczak 


Fitchburg State College 
Paul J. Mushrush 


Fordham University 
Nick Nappi-Kaehler 


Tufis University 
Tait Nielsen 


To join your friends and colleagues 
in Membership News, call the BSA at 
617-951-1433x221. Call the same number 
for information on subscriptions to this 
newsletter, AIA Documents, the BSA 
Credit Union, ArchitectureBoston (the 
BSA’s bimonthly magazine), Currents (the 
weekly e-newsletter), gift memberships, 
Build Boston workshops and exhibits, 
special publications on project 
management and everything else, 
classified ads, job-placement services, 
and a trunkful of other things. 


Over 1,200 delightful souls who 
are not architects have joined the 
BSA...you can too! Call / write: 617- 
951-1433x221 /bsa@architects.org... 
We have membership categories to 
accommodate everyone in the world. 
Join us, join your colleagues, get on the 
bus. 


BSA | Jun 2004 


Imminent BSA 
deadlines 


Summer 
Workshop Series 
deadlines are 
noted on p. 3. 


2004 BSA design 
awards program 
and juried exhibit 


deadlines are 
noted on p. 6 


ChapterLetter 
deadlines are 
listed on p. 1 


For details on 
any of these 
deadlines, visit 
www.architects 
org (click on 
“News and 
Events” then 
“Deadlines”) 

or call/write 617- 
951-1433x221 
bsa@architects 
org 
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Monday 


Tuesday 


BSA committee/network meetings and other events provide 
all architects — members and non-members — with 
Massachusetts continuing education credits required for 


licensure; AIA members also receive AIA Leaning Units. 


All members and non-members are welcome at all BSA 
meetings and other events. 


7 


8:00 am 

“Understanding the state's 
accessibility requirements 
and variance process” 
workshop (see pp. 2 & 3) 


14 


8:00 am 
“Do green buildings cost 
more?” workshop (see pp. 


2 & 3) 


Noon 

*Indoor Air Quality Cte 
(see p. 3) 

6:00 pm 

International Cte 


The U.S. Army is 229 
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8:00 am 


“Specs for small projects” 


workshop (see pp. 2 & 3) 
Sartre is 99 


The BSA is 137; it is 
Massachusetts Architects Day 


8:00 am 

“Playground equipment: 
safety and accessibility 
standards and guidelines” 
workshop (see pp. 2 & 3) 


12:30 pm 

*Mid-size Firms 
Roundtable 

4:30 pm 

Building Envelope Cte 


8:30 am 

Legislative Affairs Cte 
6:00 pm 

“Designing your career” 
seminar (see pp. 2 & 4) 


FLW is 133 or 135 
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8:00 am 

Residential Design Cte (see 
p- 5) 

9:30 am 

Educational Facilities Cte 


(HMFH, 130 Bishop Allen 
Dr., Cambridge) 


Noon 

*IFRAA 

7:00 pm 
“Conversations on 
Architecture” (see pp. 2 
& 4) 


8:00 am 
Finance Wizards 


Noon 
*HR Wizards 


6:00 pm 
MicroStation Users Group 


Find your way online 


You can search for your next 

committee meeting, the latest 

news, and Fame on the BSA’s 
award-winning website: 


www.architects.org 


Washington DC is 202 


Wednesday 
2 


8:30 am 
VectorWorks Users Group 


Noon 
*Membership Cte (see 
p- 4) 


8:00 am 
Cte on the Environment 


Noon 

“Implementing the BSA 
Long-Range Plan (see pp. 
2 & 13) 


2:30 pm 
Accessibility seminar (see 


pp. 2 & 4) 


6:30 pm 

AllPlan Users Group 
(Bereznicki Assoc., 

9 Wendell St., Cambridge) 
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8:00 am 

BSA/SCUP Roundtable 
(Babson College); see pp. 
2&5 


8:30 am 
Codes Cte 


5:15 pm 
Healthcare Facilities Cte 


6:00 pm 
DBUG (for venue, e-mail 
eshu@world.std.com) 
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8:00 am 
Marketing & PR Wizards 


Noon 
*Access Cte (see p. 4) 


30 
8:00 am 


“Feasibility study for new 
construction, renovations 
and additions — a primer” 
workshop (see pp. 2 & 3) 


Thursday 
3 


8:00 am 
ArchitectureBoston 


Editorial Board 


Noon 
*BSA Board of Directors 


6:00 pm 

BSA Women in Design 
Network Spring Party (see 
pp. 2 & 5) 

10 

8:00 am 


Historic Resources Cte 


Noon 
*Office Management 
Wizards 
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8:00 am 

Construction 
Administration Roundtable 
(see pp. 2 & 5) 


Noon 
*Small Firms Cte 


6:00 pm 

Women in Design 
Network Exhibit 
Reception (see pp. 2 & 7) 
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8:00 am 
Alien Architects Cre 


5:30 pm 

Urban Design Cte ( with 
guest Alan Balfour); 

see p. 3 


Friday 
4 


8:00 am 
“Green Specs/LEED Specs” 
workshop (see pp. 2 & 3) 


The Sierra Club is 112 


All meetings are held in 
The Architects Building 
52 Broad St., Boston 
unless otherwise noted 
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8:30 am 
Housing Cte 


6:00 pm 
Black Architects Forum 
(see pp. 2 & 4) 


8:00 am 

“Rainscreen cladding 
systems — history, 
theory and applications” 
workshop (see pp. 2 & 3) 


Orwell is 101 


* Lunch Meetings! 


RSVP by 9:30 am on the day of the meeting to reserve lunch: 
617-951-1433x221 / 800-662-1235x221 / bsa@architects.org 


